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What's ahead for safety men ? 
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How much safety equipment will they buy ? REV EW 


- How can they measure their success ? 
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What's labor doing about safety ? 


How much safety business — past and future ? E() R ECAST 


What lies ahead for industrial medicine ? ISSUE 


How can management back safety ? 


See page 14 for an exclusive analvsis of the whole 


industrial safety equipment market—past and future 
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consider these facts 


There are over 75,000 toe injuries annually 


The average total cost per toe injury is over $888.00. 


One serious toe injury, resulting in amputation, could be 
more costly than a Safety Shoe program. 


*Quality for quality, Safety Shoes cost approximately 40°, 


less than conventional shoes. 
Enienhatell 


The new improved WINGUARD steel toes are the latest 
development in steel toe protection. 





aa: tal = lo) am xe) = COMPANY 


BOSTON, MASSACHUSETTS 


WORLD’S LARGEST MANUFACTURERS OF STEEL SAFETY TOES 
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KILL RECORD VAULT FIRES FAST 


vith a Kidde automatic carbon dioxide fire extinguishing systen 


the fastest, safest ‘round-the-clock { protection you can buy. At 


first hot breath of fire, Kidde’s rate-of temperature-rise actuators t1 


} 


system. Instantly, clean carbon dioxide smothers fire, v: 


ir. Leaves no mess. The Kidde system features all operating 


parts completely enclosed for safety No talling weights, no clums' 

chanical triggering methods. Pressurized, no outside power needed 
Visual indicators to show it SVStei 18 set or re leased. Easy testing ol ill 
operating parts No parts to replace alte! operation or test. For more 
information write for Kidde’s automatic carbon dioxide fire extin 


guishing SVSLeCINS booklet tod i\ 


Kid Walter Kidde & Company, Inc. 
e@ 1248 Main St., Belleville 9, N. J. 
al ad Walter Kidde & Company of Canada Ltd., Montreal—Toronto 
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SMALL-AREA BUILDINGS... 











Today, even buildings with but 2,000 to 15,000 sq. ft. of floor 
space can reap the labor-saving, cost-reducing benefits of 
combination-machine-scrubbing. Here's a Combination 
Scrubber-Vac, Finnell’s 418P at left, that’s specially designed 
for such buildings. This electric unit, with its 18-inch brush 
spread, cleans floors in approximately one-third the time re- 
quired with a conventional 18-inch machine and separate vac. 





The 418P applies the cleanser, scrubs, and picks up (damp- 
dries the floor)—all in one operation! Maintenance men like 
the convenience of working with this single unit... the thor- 
oughness with which it cleans...and the features that make 
the machine simple to operate. It’s self-propelled, and has a 
positive clutch. There are no switches to set for fast or slow — 
slight pressure of the hand on clutch lever adjusts speed to 
desired rate. The powerful vac performs quietly. Compactly 
built, the 4/8P also serves advantageously in larger buildings 
for the care of floors in narrow aisles and congested areas, and 
is available on lease or purchase plan. 


Finnell makes Scrubber-Vac Machines for small, vast, and intermediate 
operations, and in gasoline or propane powered as well as electric 
models. From this complete line, you can choose the size and model 
that’s exactly right for your job (no need to over-buy or under-buy). 
It’s also good to know that a Finnell Floor Specialist and Engineer is 
nearby to help train your maintenance operators in the proper use of 
the machine and to make periodic check-ups. For demonstration, con- 
for dry work — steel- sultation, or literature, phone or write nearest Finnell Branch or 
wooling, et cetera (Powder Dispenser Finnell System, Inc., 3512 East Street, Elkhart, Indiana. Branch Offices 
is an accessory) in all principal cities of the United States and Canada. 


... Also can be used 


a ah : a ities ) : : BRANCHES 
FINNELL SYSTEM, INC. Sy NAL 
| Originators of Power Scrubbing and Polishing Machines i CITIES 
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HOW MUCH WILL SAFETY EQUIPMENT PURCHASING GROW IN 1958? 
ATTITUDES THAT WILL AFFECT YOUR WORK IN COMING YEARS 
WHAT CAN MANAGEMENT DO ABOUT SAFETY? 

| now s - 


WHAT LIES AHEAD FOR SAFETY MEN? 


“VITAL PROBLEM Is STATISTICS” 


\ 


SHORTICLES FOR SAFETY MEN 


| 


INDE STRY'S BIG BURN—PAST AND FUTURI 


Is YOUR OWN PLANT ADEQUATELY INSURED? 
\ " . ; 


ARE YOU USING SALAMANDERS SAFELY? 
R kers sheet us enim 
WHAT'S AHEAD FOR INDUSTRIAL MEDICINE? 

Ho - _ . 


COMPENSATION: SAFETY’S SOUND AND FURY 


WHATS THAT ABOUT COMPENSATION? 
1957 COMPENSATION ACT AMENDMENTS 
en ee f change n Init 


INDEX TO OCCUPATIONAL HAZARDS FEATURES 
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PROTECT AGAINST 


the consequences of 


LIGHT FAILURE | sew von sry ni 230 
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A CASE HISTORY from our tiles Se Suite 704, 520 North Michigan Avenue 


LOS ANGELES 547 DUnkirk 7-5 
The Safety Director of a large Eastern distillery had recommended installation of Carpenter Alan T. Cazier, Manager 
Automatic Emergency Lights. Procrastination was responsible for delaying purchase for Willem: Mills, Representative 
] | + Room 8, 672 South LaFayette Park Place 
several weeks, with the result that a simple blown fuse caught everyone unprepared. eapess = ° 
9 oh capac: LONDON, S.W. 1, ENGLAND Victoria 260 
During a night shift, lighting circuits to the Bottling Department went dead, while the Nebe A: aalaens Bie 
machinery, fed by high-voltage lines, kept clanking on. In the resulting panic, women ‘St : 
stumbled into the racing machines. Exit stairwells were darkened, too, and falls added to 
the toll. Only chance prevented loss of life. 
Within days, the management installed Carpenter Automatic Lights throughout this Susscaiption Inrormation: Single copy 50 
plant and eight others year = ( — $6; I _ ——— - r 
pavyabie in sterling at our one r othce other 
The tragedy in this instance was the delay after the hazard had been recognized, and getdate peleneana as a controlled cireulatior 
proper protection decided upon For just one WATCHMASTER AUTOMATALITE would publication at East Stroudsburg, Pa. Return forn 
have prevented the misfortune. Each AUTOMATALITE now stznds as a mute yet tangible p570 te i Ta eee toe ee 
symbol of the need for immediate protection 


- 99 The Industrial Publishing Corp. also publishe 
Only WATCHMASTER AUTOMATALITES have AEKONAUTICAL, PURCHASING 
EXCLUSIVE + Powerful, sealed-beam floodlights with strong center punch to illuminate APPLIED HYDRAULICS 
long aisles and pin-point exits or critical stations, etc. COMMERCIAL REFRIGERATION & 
EXCLUSIVE + “Hydro-Caps” to prevent water loss from batteries. Requires addition of AIR CONDITIONING 


FLOW 
water only once every year or two. Lowers maintenance costs. INDUSTRY & WELDING 


MATERIAL HANDLING ILLUSTRATED 
MODERN OFFICE PROCEDURES 
PRECISION METAL MOLDING 
M F G C 0 M PA N Y WELDING ILLUSTRATED 
7 


412 Bradley Street, Somerville 45, Mass. Telephone MOnument 6-4300 
Members, Business Publications Audit of Circula- 
iene eee 


tion, Inc. Not reponsible for unsolicited material. 
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DESTINED TO BE POPULAR 


H532...Brown Llama Calf Upper; 
Cush-Eze Cushioned-Arch insole; 
oak leather sole; rubber heel. 


Write for Catalog and Complete Details 
HE features in this new HY-TEST number all 


spell Popularity! That’s because they include new HY-TEST SAFEty SHOES 
high-quality upper leather, fine ‘‘executive-type”’ Division—INTERNATIONAL SHOE COMPANY 
design, easy-going cushioned-arch insole and, 1509 Washington Ave., St. Louis 3, Mo. 

of course, exclusive Anchor Flange® Steel Box sine ieeaanaataan — 
Toe. This is just one of many HY-TEST high- Teletype: PH476 

style numbers that workers wear “in Cycle’”’ _ 

... first, they buy them for dress wear; then use YEARS OF : 
them later at the plant. It’s a good idea. Why not PROGRESS 
suggest it to your men? / ; % 
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NO CURL... 





The Biggest News in 


Safety Leggings and Spats 


... thanks to American 


ADVANTAGES 

1. Positive Protection against Molten Metal Splash 
2. Snug Conformity of the Flare with the Shoe 

3. Longer Life — Up to 400% Approximately 





You’re looking at a revolutionary development in Pro- 
tective Leggings and Spats American Optical’s new 
“‘no-curl” flare. It’s made of a specially developed com- 
pound which always ‘“‘behaves”’ lies flat on the shoe. 
We've tested it against all molten metals from lead to 
steel. One steel mill, for example, reported no curling 


S-1512CL SPRING 

TYPE LEGGING 

Flare is 514” down 

vn. Chrome tanned cowhide 

riveted to spring steel frame. No 

justment necessary. Easily put on and 

removed. Fi ur at ankle and below knee. 
‘rotects lower leg, ankle, instep. 

S-1481A Same as S-1512 but with uppers of asbestos. 
Both S-1512CL 

on instep 


ind S-1481A have spring clip 
vhich holds flare in position. 


Always insist on the & 


Trademark on Lenses and Frames 


Optical Engineering! 


no sign of curling in eight to ten weeks of constant use! 

Yes, and this flare lasts as long as the basic legging or 
spat will give you and your men up to 400% more 
active use than leggings and spats made with conven- 
tional flares. 

So, once again American Optical comes up with a 
quality ‘‘first’’ that gives you more for your money 
proving it pays to insist on & trademarked safety prod- 
ucts. Your nearest American Optical Safety Products 
Representative can supply you. 


$-7X 211 SPAT “a 
Flare is 7!” long down 

the crown long enough to be trimmed to the 
smaller foot. 2 leather bag straps on leg have slide 
fasteners for quick adjustment. Snap fasteners for 
quick release. Chrome tanned cowhide uppers with 
wide elastic webbing also equipped with 2 snap 
fasteners for speedy release. Understrap is same type 
of material as flare and is replaceable. 


American \®) Optical 


COMPANY 
SAFETY PRODUCTS DIVISION 


SOUTHBRIDGE, MASSACHUSETTS *« BRANCHES IN PRINCIPAL CITIES 


Circle No. 8 on reader service card for more information 


DECEMBER 1957 @ OCCUPATIONAL HAZARDS 





BUYERS’ GUIDE 


Men who work in atmospheres not immedictely 
dangerous to life, but in which the ill effects ore 
temporary, even cumulative, become more effi- 
cient when provided with Scott Demand Respira- 
tors. Breathing worries ore gone. They work more 
comfortably and thus produce more 

Scott Demond Respirators provide gentle refresh- 
ng air on inhalation only. No miniature hurricane 
blowing continuously through the mask. Wearers 
declare, “As comfortable for 8 hours as for 8 
minutes 

Available for connection to present air line or to 
Air Supply Cylinders. Models available for all 
requirements. Write for complete information or 
call your neorest Scott Distributor 


am 2660 
—=— 





Scott Type C 
ee ii, , ;«—_,-" At —_ Demaad Respirator 

Masks 68084 FULTER § with full face mask 

Material handling equipment COMTROL ASSY. and 50 ft. of air 


hose and belt. 
Mi i-uring 


Mirrors iceland 

é _ 665 CamPrmesG case 

\ 7 . = = treurer assemmuy 
Oise si ) 9 ; ; 


Tm @002 PUTER ASSY 


a 
Ny 
vy 


PACKED wm Case 
FOR CARRTING 
oD STORING 


Satetv awards. troph ies 
Safety belts 

Salety cans 

Shows & exhibits 
Signs e 

= Ee a J Portable Demand Respirator 
Skin cleaners oa. , sae : 
with carrying case 
for 2 man vse. 


Solvents 
Sound meters 
Stretchers 


iy aliens etalon oleh Sy. \ Ar -VElel, mee] a2 


ee iiiee-aiiiihin dime 229 ERIE STREET LANCASTER, N. Y 
Wheel ‘| lock : — 12 Canada: Safety Supply Co., Toronto Branches im principal citres 
7 Getic : ‘ xport: Scuthern Oxygen Co., 250 W. 57th Street, New York 19, N. Y. 
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.. . MOST ECONOMICAL WAY 


tee N to reinforce your eye safety program 
eeeRELEAS 


@ Cleaning Stations are provided FREE 
with your purchase of SIGHT SAVERS. 


@ Compact — easy to install on any wall 
surface. Actual size, 342’’x 8”. 


@ Hold packet of 800 tissues — can be 
refilled before empty. 


@ Dispense only one tissue at a time — 
no waste—permanently lubricated. 


@ No fluids —no mess—no maintenance. 
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... MOST EFFICIENT WAY ... MOST POPULAR WAY 


to keep safety glasses to encourage workers to wear 
clean and safe their safety glasses 


@ SIGHT SAVERS are treated with @ SIGHT SAVERS are the original 
just the right amount of silicones on silicone treated tissues . . . known, 
both sides to do the job best. accepted and preferred by mil- 


lions as the quickest, easiest way 
@ SIGHT SAVERS are just the right to keep glasses clean. 
size (3 x7") to do the job efficiently 


without waste. @ SIGHT SAVERS on the wall 


help keep safety glasses on the 
@ Cleaning stations are available face instead of the shelf. 


in white, black or safety green. 


SIGHT SAVERS wipe away the best excuse ever given for 


not wearing safety glasses. So, give the green light to greater 
eye safety in your plant . . . put SIGHT SAVERS at everybody’s 
fingertips. Order SIGHT SAVERS and the FREE Cleaning 


Stations from all leading safety supply houses” . 





* In Canada, all offices of Safety Supply Company 
carry Sight Savers. 


Dow Corning CORPORATION 
MIDLAND, MICHIGAN 
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what’s the 
SAFETY 
FORECAST 
in your 
plant...? 


Will your workers be safe workers 
next year? You can cut accident rates 
with a_ well-planned SAFETY 
AWARD PROGRAM. Your recog 
nition of his efforts keeps each man 
working toward a higher safety goal 
Result: a continuous improvement in 
your plant’s all-over safety record! 
Pays high dividends in lower insur- 
ance rates, fewer repair bills, smalle 
chance of compensation payments 

Metal Arts can help you set up an 
award program—or put new life into 
your present program — with our 
simple, tested plan. No charge, no 
obligation .. . planning and art serv- 
ice are free. 

Find out what this Metal Arts 
service can mean to you. Fill out the 
coupon or circle the readet service 
card. Send it in today! 


METAL ARTS COMPANY 
742 Portiand Ave. « Dept. No. 9? 
ROCHESTER 21, NEW YORK 


METAL ARTS COMPANY « Dept. No. 9 i 
742 Portland Avenue @ Rochester 2!, N. Y. | 


Please check the following 

© t am interested in the free Brochure 

0 t would like your representative to call 

(J ! would like more information about 
your free planning and art service 

Nome 

Title 

Firm 

Address 


City, State 
Lcielisdantihennvap ian annedinrmescredtaremniniill 
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LETTERS 


readers 


Chemical Industry 
Safe Practices 


EDITOR: 

We would appre late receiving 
any pamphlets or literature you 
may have on recommended safe 
practices for chemical and_ allied 
industries. 

C. B. JAcKson 

Assistant Vice President 
Alchem Limited 
Burlington, Ont.. Canada 

| fairly extensive bibliography 
was furnished. 


Handbook Considered 
Valuable in Canada 


EDITOR: 

The Industrial Safety & Health 
Handbook is a most valuable addi- 
tion to our reference library. 

In view of the wide variety of 
material included in your hand- 
book, we are wondering if you 
issue supplementary pages periodi- 
cally. . . 

J. H. Bournt 
Assistant Secretary 
Industrial Accident Preventio: 
Assoc. 
Toronto. Ont.. Canada 

The handbook is published hy 
OCCUPATIONAL HAzarbs and 
cludes technical and administrati 
material on the whole field of in- 
dustrial safety and health. While 
sapplementary sheets are not issued, 
we do suggest use of this magazine 
to amplify and up-date handbool 
data. 


Joint Interests: 


Hygiene and Canada 


EDITOR: 

This is in reference to . . . Occu- 
PATIONAL HaAzaArps for 
1957. 

We are very much interested in 
the article on page 9] entitled, “Of 
ficial 1957 Threshold Limit Val 
ues.” We would appreciate informa- 


eT tobe 


tion on the cost of receiving 25 
reprints of this article, 

In addition. we notice your arti- 
cle on the American Conference of 
Governmental Industrial Hygien- 
ists. Is it possible to receive a list 
of their members. or at least can 
vou tell us to whom to write for 
such a list? 

Also, on page 112 of this issue. 
we notice a small article referring 
to a Canadian industrial health and 
safety institute which is being or- 
ganized, Can you tell us whom we 
should contact for further informa- 
tion on this organization? 

BERTON Karol 
Chief Engineer 
Automotive Div 
Oxy-Catalyst, Inc 
\ iv ne Pa. 

The ACGIH may be contacted 
through Thomas F. Mancuso, M.D.. 
Ohio Department of Health. Co- 
lumbus 15, Ohio. Miss Mary Bur- 
ton, R.N., president, Health & In- 
dustrial Safety Magazine. 3448 Peet 
St., Ste. 16, Montreal 2, Que., Can- 
ada, is the power behind the pro- 
posed Canadian industrial health 


and safety institute. 


Threshold Limit Values 
Need Clarification 


EDITOR: 

May I make a suggestion that | 
feel would help the average safety 
engineer (and those with whom he 
understanding the full 
threshold limit 


deals) it 
significance of 
values? 

The ACGIH threshold limit val- 
ues published in the October 1957 
issue of OCCUPATIONAL HAZARDS 
would be more useful if. instead of 


Me /CuM. the = figures 


were converted to ounces per 1.000 


indicating 


cubic feet. It is easier to picture 
the liquid from a one-ounce bottle 
evaporating in a room 1” x 10’ x 
1(’ than it is to try to think in terms 
of milligrams and cubic meters as 
related to a known work area loca- 
tion. 

\s a rough approximation, Mg 
CuM can be converted to ounces 
1.000 CuFt if the Mg/CuM value is 
multiplied by 0.001. Mg CuM 
Me /35.32 CuFt=28.32 Me/1.000 


Cukt —-0.00L Ounce /1.000 Cult. 


continued on page I2 
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NOW a cusHION INSOLE HIGH SHOE 


Like walking on a pillow! 


Upper Leather 


PROCESSED WITH 


DuPont Quilon 


to withstand 
hard wear 
and give you 
more comfort 


Fa 


the Iron Age 


Cushion-Aire 


No. 675 
E 5-14 
EEE 5-14 


Most safety shoes with cushion insoles 
are oxfords. There’s been a demand for 
the same built-in comfort in a high shoe. 
So here it is! 

The Iron Age Cushion-Aire is a bright 
new style with a leather covered cushion 
insole (including an arch pad) that ex- 
tends the full length of the shoe. It pro- 
vides the foot ease and walking comfort 


Steel Toe 


SAFETY SHOE 


your workers want and will appreciate. 

The fron Age ‘“Cushion-Aire” with 
DuPont Quilon treated leather, Neo-Cord 
sole and heel, Dacron stitching and pro- 
tective welt is particularly suited for wear 
in chemical plants. It’s another outstand- 
ing Iron Age value in safety, comfort and 
long wear. Get full facts on the ‘‘Cushion- 
Aire.”’ It’s in stock and ready for delivery. 


trom Age SAFETY SHOES 


IRON AGE DIVISION + H. CHILDS & CO., INC. + PITTSBURGH 12, PA. 
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< continued from page 10 
All eqns are " “Si FREE-SWING 


| ni ' pairs a 
“not alike i: \ fluid ounce, of course, differs 


INSIST ON Dn from a unit-of-weight ounce, since 


| the specific gravity of the liquid 
= E AG L E if determines the volume it will oc- 


cupy. For liquids slightly above or 


SAFETY CANS below a specific gravity of 1, the 


‘ Ce ee ee conversion factor is certainly accu- 
Approved by Underwriters \ 


Laboratories & Factory Mutual +. Available in 5 sizes rate enough for all practical pur- 
TE TUTE LL. from 1 qt. to 5 gal. ae ' 
No waste, no splash Using the conversion factor of 
no spill 7 0.001 and considering a fluid whose 

Stron uality con- toxic properties are widely known 

TRIGGER pnt Al Y (carbon tetrachloride). it is ob- 
ye Self-adjusting guard ; vious that only 0.160 of an ounce 

1 qt., 2 qt. cap prevents leakage re evaporated in a room 1’ x 10’ x 


Safe for handling all ~ a ea goes ere naen = 
explosive end ftam- © on a eae 4 ually, this relatively 
mable liquids 3 1eavy iquic would occupy even 
less than 0.160 of a one-fluid-ounce 
bottle. 





1 gal. 





Order from your supplier or write us for 
information. Eagle products are also avail- ; , 

gle p Information of this nature makes 
able in Canada. 


the need for toxic vapor control 
MANUFACTURING COMPANY © Wellsburg, W. Va. 


readily apparent to those charged 
Serving Industry Since 1894 with safeguarding the health and 


safety of employees using these 
liquids 





Joun J. Heap 
Safety Engineer 
Gilbert Associates, Ine. 
Reading, Pa. 


This letter will be referred to the 
You'll find Ruemelin {CGIH committee on threshold 
Fume Collectors ideal limits. 
for stopping noxious 
welding fumes of their 
source. Counter-bal- 
anced inlet hood stays @ Reader Response 
in working oreo, auto: A =| Excellent (As Usual) 
matically. Improves 
working conditions ... gm EDITOR: 
lessens fatigue - oo TI rte ; 0 Y 
a ea ae 1e «articles in CCUPATIONAL 
creased plant produc- & HAZARDS oncerning | pjohn evoked 
tion. Thousands in every- 2 letters 
rvi Write f 3 ; ' 
-callger-yel may ioe Company, Department of the Navy. 


No. 37E. Sonoco Products Company, Taft- 
. Peirce Manufacturing Company, 


(Left) ‘'Ilustrating the 15 Barium Products Ltd., and Yale 
ft. reach collector. Handles i ji 4 i 

large or small work. Units University. We have felt quite com- 
available with 9 ft., 15 ft., 


17 ft. and 20 ft. reach."* plimented by these requests for in- 


from Tennessee Eastman 


formation, 
J. \. STONE 
Safety Engineer 
The Upjohn Co. 
Kalamazoo, Mich. 


Vr. Stone refers to some of the 
material from the series, “What's 
pean rates ee "4 U é Ae. g LI N M £ G. ee Oo. H rong Hi ith Safety Statistics?” that 


MFRS. & ENGRS. © SAND BLAST & DUST COLLECTING EQUIPMENT appeared in February, March, and 


3888 NORTH PALMER STREET © MILWAUKEE 12, WISCONSIN, U. S. A. {pril 1957. 
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“Wouldn’t be without 
Thom McAn Satety Shoes,’ 


1vs BILL PALMER, machinist at Temco Aircra rp , Dallas 


Tue picture shows Bill Palmer and the 400-lb. solid 
steel slab which fell on his foot. He’s holding the Thom 
McAn Safety Shoe“that he was wearing. The steel toe- 
cap was driven into the sole of the shoe — but was itself 
hardly even dented. Bill’s foot was uninjured. He had to 
get new Thom McAn Safety Shoes—but he’s still wear- 
ing the same feet. 

Now look at the Thom McAn S-4135. This is a fully- 
insulated Quilon*-tanned lace-up safety boot. It’s leather- 
lined throughout and has a cushioned insole everything 
for real working comfort, and of course it has the Thom 
McAn steel toe-cap. Your men will really go for this 
rugged model. It can be used on hunting trips as well as 
at work. 


BUY THEM THREE WAYS: 1. Directly from Thom 
McAn warehouses for plant inventory, or on mail-order 
basis. 2.Through Thom McAn’s special In-Plant Fit- 
ting Plan. 3.At Thom McAn Shoe Stores which are 
nearly everywhere. Send today for details on Thom Th Vic 

McAn’s special money saving plans— plus full descrip- O rr A rm 
tion of the new Thom McAn Safety Shoe line. 

Write: Thom McAn Safety Division, 25 West 43rd SAFETY SHOES 
Street, New York 36, N. Y. £1057 Melville Shoe Corporation A Division of Melville Shoe Corporation 


Circle No. 15 on reader service cord for more information 
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TABLE 1 
Plant Safety Equipment Purchases 


1957 Purchases Compared to 1956 
% Increase or Decrease % Plants Reporting R E V | if W 
Over 20% 3% 
f 20-16% 3% AND 
15-11% 2% 


pee 405 FORECAST 


Deerease < 


Even 29% 


l- 5% 9% 

6-10% 18% 

11-15% 4% 

16-20% 9% 

21-25% 2% 

26-30% 3% 


& 
31-35% 1% 
36-40% 3% How Much Will 
Over 40% 10% 


Estimated 1958 Compared to 1957 Purchases 
Over 20% 6% 
20-16% 2% I YOU RE in Virgini 


Increase 


15-11% 1% 
10- 6% 3% cae. oggeoee 
5. 1% 1% ( — bs ae , : | 
Even 42% $402.92: i ew lexico, 

1- 5% 9% zooms t a : according t 


> yorkme! "s 
Decrease < se workm 


6-10% 15% ports o Y ational C 
11-15% 4% ( 
Increase < 16-20% 6% 1945 | 
21-25% 3% mS 
26-30% 1% 0 
Over 40% T% 


oOmpensa 


TABLE 2 


Safety Equipment Manufacturers’ Sales 365-day 


| 
spend so! 


1957 Sales Compared to 1956 ment 
Yo Increase or Decrease % Mfgrs. Reporting 


Decrease a% 4% Program costs: but | 
Even 16% should ne spend 7 lt 
l- 5% 20% 
6-10% 36% 
11-15% 8% asked plant safety director 
16-20% 6% manufacturers and distributors 
21-25% 2% safety equipment about salety 
26-30% 2% 
31-35% 2% 
Over 40% 1% i. The average plant ts 
) mat Caf h 
Estimated 1958 Compared to 1957 Sales of safety equipn 
Even 10% ty purchases 
l- 5% 20% 1 | higher thar 
6-10% 32% 
apap 18% lor satety equipment ! 
16-20% 14% : ‘ juip! ! aga 
Increase 21-25% — % more than in 1957 a 
26-30% mai to safety directors’ estimates. 
31-35% 2% more wcordin to satet 


2 ‘ 
36-10 
o 10° ‘ ment distributors, 12 more a 

ver y 


i 


OCCUPATIONAL HAZARDS sur 


Inerea se 


chases. Three facts stand « 


( ompantes will spend 


equip- 


cording to safety equipment manu 


facturers 
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A change in the over-all state of business may alter how 


they feel: but here’s what manufacturers, jobbers. 


and consumers said as of November I about the question: 


Safety Equipment Purchasing Grow in 1958? 









Rising prices undoubtedly have Plants: Some 43 I the plants ic] mone will be spent to 
something to do with estimates of surveyed reased satety purchases sal 
higher expel ditures. But that’s not n 1957. and expect either to n For 1957. 50% { the plants 
the whole answe! ( ompanies are tau present Dbuving evels : wed increased purchases, rang 
investing more money for prever spend even more in 1958. Estimates x from 1‘ t wer 40%. For 
tive satety. finding it far less ex bre ik low! like this: D8. 15 of the plants anticipate 
pensive to purchase — protective 23 of the plants purchase reased expenditures. (See Table 
equipment than to pay greatly ir re in 1957. expect t S 
creased compensation costs f L195 





O°~ purchased more it 157 Manufacturers: While report- 
Cost factors: Ilant expansio. expect to maintain levels in 195 II 





























Is + ng excellent sales for 1957, manu- 
in many cases greatly affected safe 19°% equaled 1956 purchases, « facturers of safety equipment also 
ty purchases, New pt duction fa these agai n 195 anticipate more increases next year. 
cilities require boxload quantities () purchased more L957 yr ) showed any sales drop-off 
ot new satety equipment \ satet expect to reduce purchases n LOS! n 1957 none expect reduced sales 
director of a chemical plant witt ‘ equaled 1956 purchases. ey ext vear. Mar llacturers, through 
500 employees told us that he had pect te nerease in 1958. researcn. ire constantly seeking 
spent $5.000 this vear mm satet 6 dropped in L957, « ect 1 new ires for old hazards Intro 
equipment. an increase of 50K) naintain this level in 195i new safety products by 
over 1956. Plant expansion caused ) dropped in 1957. expect t some will account for their in- 
a good part of this expense. fh rease in 1958 reased business. Others will find 
1958 this safety director plans t ) dropped in 1957 ette acceptance f their present 
level off. reducing his purchases by p again in 1958 ne because of increased emphasis 
one-third. 2 were even in 1957 xpect t I satety. Manufacturers’ sales 

Many firms have started the “bi lrop in 1958 totals for 1957 and estimates for 
push” in safety only during the Surprisingly. types f fustries 1958 are shown in Table 2. 
past lew years, Obviously. pul r number 1 er ployees had ttle 
chases for these plants will range to do with the amounts spent { Distributors: Though some safe- 
higher during the early vears of safet For instance ne aircraft ty equipment distributors showed 
safety activity than they will ones parts inutacturer with se ft sales losses in 1957. most of them 
| the program has been established 9.000 employees reported that it ire genuinely optimistic about 
One safety director in a plant that was spending only slightly er & 1958. Some 30% expect sales vol- 
produces sulphuric acid (not the i year for each of its emplovees imes to keep pace with 1957 levels, 
chemical plant already mentioned On the other hand. a paper mil while 68 foresee plants spending 
reported that his purchases had in with 200 employees was providit more money for safety next vear. 
increased by 500°° in 1957 because $30 worth of safety equipment tor See Table 3.) 
| of a greatly accelerated safety pro each employes These varvir ‘ Jobbers in the South Atlantic 
oram He spent $5,000) for 500 ports were received from all dus States showed an average decrease 
workers in 1957, Next vear he ex tries Clearly satety iwareness ty in L957. Although individual 
pects to cut this figure in half, not the hazard determine how ae ee ii 
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SAFETY BUSINESS 





1957 Ree StriIpuUutor may have siippea ol | 
% Increase or Decrease Reena: Reverting tional averages in all other areas 
20-16% oe e p lec by the West North 
15-11% pi entral and South Central (12 
10- 6% 10% ncrease¢ and ( inadiar 
5- 1% > a . os 
Even 22% Paane a 
1. 5% 8% for all sections ex 
6-10% 16% 
11-15% 12% 
16-20% 8% 
21-25% 2% 
26-30% 4% 
31-35% 2% 
36-40% 2% 
Over 40% 2% 


Estimated 1958 Seman te 1957 Sales 


j6- 6% 7/0 , 
Even 
1. 5% 
6-10% 

11-15% 

16-20% 

21-25% 

26-30% 

31-35% 

36-40% 








TABLE 4 
Geographic Distribution of reaviaed Sales 


1957 Sales Compared to 1956 0? CE 
Reported Average % Increase “Its our new all-purpose safety suit. 
or Decrease 


ie twat 
6% increase 
2% increase 
12% increase 
8% increase 
4% increase 
12% increase 
1% increase 
18% increase 





mighty 
iwatnst wccicde 


S1].000 and more 





Last year... 


Regions: New England—Csanectieut, Rhode Island, Massachusetts, 

New Hampshire, Maine; Middle Atlantie—New York, New Jersey. Poun- 
sylvania; East North Central—Ohio, Indiana, Mineis, Wisconsin, Michigan; 
West North Central—-Missouri, Iowa, Minnesota, Kansas, Nebraska, South 
Dakota, North "akota; Mounteln — Mentling, Wyoming, Colorado, New 
Mexico, Arizona, Utah, idaho, Nevada; Pacific—Washington, Oregon, Cali- 
fornia; Seuth Central-—Texas, Okiahewns, Arkansas, Louisiana, Kentucky, 
Tennessee, Mississippi, Alubama; South Atlantic—West he omg ——* 
Delaware, Virginia, North Careline: South — a 
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REVIEW 
AND 


FORECAST) 


PRE-EMPLOYMENT physical 
examinations probably will be 
supplemented by more and more 
periodic re-examinations as in- 
dustrial hazards become more 
varied, 











What’s Ahead for Industrial Medicine? 


“4 greatly expanded coopera- 
tion between industry and the 
public health programs. . . .” 
“Future needs fit into these 


categories: chronic disease, 


mental health. industrial health, 


es 


accident prevention, . . 


“Essential information is being 
lost because of a totally inade- 
quate occupational disease re- 


porting system. . . 


“We urgently need a stepped- 
up program of industrial health. 
We need improved standards 
publicly arrived at. We need 
active and disinterested enforce- 
ment of standards.” 


“Labor has a definite tendency 
to look to state labor, rather 
than health departments for 
effective action. Health depart- 
ments do not have the staff 
needed to enforce statutory 
standards of occupational health 
and safety.” 


typical comments 


HOSE are 
taken from a recent meeting of 


the American Public Health Asso- 


Pressure was on from the 


ciation. 
time the meeting started to put the 


f public healt 
pat il healt} - 
This interest in bringing 
lustrial edicine and t 
” oo is new, Was 
g It’s g g to mean a @ 
future Here’s wi 
Public health services « 
1dvice On occupational he 
ems 
2. Publ nealth services of 
ir btain drugs and serums 
int be obtained. because of s 
supply. by private health serv 


The reverse sometimes is true. t 
3}. Public health services can ler 
the work of technicians who 
be hired by small and medium-size 
plants 
1 Cooperation between 


health services and public healt} 


services can help prevent epiade 
and so reduce absenteeism. 


5. Public health services s 


times can supply visiting nursé 
that plant medical . departmer 
can't afford. 

6. Exchange of informat 


¢ industrial medical depar 


ime 
im” 


ments is simplified by funneling « 


perience through 


pub he 
pul | ( 


services. 


Advice: A Pennsylvania 


was threatened with serious trouble 


from a former employee who live 
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! oht rt | N ae T 

t. he said. was keeping | 

Vak ghts. was making | I 

. s iffe tir g his he altt 

Tt plant « ed nvgz sts 
The hve sts checked noise S 
] ut t the co inant s 
ise, during and after plant work- 
ng hours. Result: a clean bill for 


the plant. Because the former e 
ovee saw how far both the 

ind the public health people went 

to look into his nplaint, he be- 
ame a booster for the company 
An Ohio plant wasn’t quite cer- 


; 


I 
tain how to handle certain chen 
ils, what dangers they carried for 
workers. The plant safety director 
isked the local health department 
for help. 


enist visited the plant, took air 


\ physician and a hyg 
samples, analyzed the results of their 
research. Recommendations were 

ide that prevented future injury 
to employees’ health. 

\ Michigan union called in state 
health department men to talk over 
dust problems in foundries wit! 
union representatives and with man- 
igements. “Millions,” a unior 
spokesman told us, “have been spent 
as a result” 
I 


to clean up the danger 
silicosis. 
This sort of thing is going to take 


nifir - 
, ed 





17 


even more comfort, 
even more protection 


. with new#I00 series 


ILLSON 
MonoGoggle 


New snug-fitting, pliable noisepiece and fia 


now make the famous Willson all-plastic MonoGoggle 
more comfortable. All-ari ug assures complete, cor 
closure! Extra widti 


th of this new MonoGoggle covers largest 


t inner fray 
Ll er 


5S / 
Sto 


} i> i@ns provides broader VIS 
protection... an Isr 


rive me 


is simple as ABC 
in frame g el I n New features 
the famous MonoGogg]l 


gle now more thar 
right choice 


for more comiort, more p! 


added comfort... 
added protection... 


added veniilation... 


added vision eee ‘100 Series ventilated MonoGoggle with clear 


acetate lens and transparent vinyl plastic 
APPROVED 


frame. Green tinted frame reduces top and 
side glare. Unventilated and indirect models, 
: vinyl lenses, green acetate lenses also available. 
%, Witison £ 


anes ee 


/ 
4 


8) 
y 


Ca ir nearby Willson distributor ® Datoe 

nstration of the new Willson #100 Products Division 

ries MonoGoggle, or write direct for Ray-0-Vae Company 
descriptive data and prices. 


209 Washington Street, Reading, Pennsylvania 
Circle No. 16 on reader service card for more information 
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COMPENSATION: 








meeting of minds on what's 

with the present svstem. if anvthi 
is As the chart on page 2] ind 
cates, amendn 
laws passed so far th S Vear show 


legislatures as t whats a fair 









amount of payment tor injut ix ft 





what should 


sho 


ildn't 





Benefits: Unions and the Inter 
Association of Industrial 


Boards NS (Commissions 


national 
Accident 
have been pushing for compensatior 
benefits at least equal to two-thirds 
irbitrary 
Yet some states have 


ol average wages. with no 
dollar limit. 
minimun 


$8.00 a week. and there’s stror 


benefits set as low as 
z=} 

litical pressure from groups within 
those states to hold to that level 
Other states will let benefits run as 
high as 9715 of average wages 

but with a maximum of $45.00 a 
week, which in these days makes the 


percentage figure meaningless, 
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FORECAST. 






Safety’s Sound and Fury 















t | for these ext te ‘ ant has } 

efits but « ] mn hitt ' eT t 

« Ss that workers S ; enefits - 
se for he t ; 
é go les nat = € 
ro ?>} ~ 
‘ vet t 9 ) iN enefits 
+ 












- — states i i Wi ( i 
strat nave see tnis shig ¢ ent vynether 
gy nave eal the SS shgu ent is erect 
: - » their own benefit sys > S e \ga wag ss 
























For an analysis of 1957 changes 
in compensation laws, see page 21 






COMPENSATION 


continued from page 19 





theory is discarded or largely ig- 
nored. 

Courts consistently hold in favor 
of compensation claimants when- 
ever possible under the law; they 
say bluntly, “We shall interpret the 
law as liberally as we can for the 
benefit of workers.” 
examiners and inquiry boards work 


Compensation 


on the same principle, and the prin- 
ciple is taking hold in more and 


more states, territories, and Cana- 
dian provinces all the time. 
Inevitably, abandonment of the 
wage loss theory leads to two things: 
more awards, and higher awards. 
And they, in turn, lead to greater ex- 
pense for industry. In future years 
beginning now—the safety man’s 
job will be chiefly to prevent even 


minor scratches for fear the 


scratches will turn into expensive 
compensation claims. The safety 


man will, more and more, be a cost- 
reducer, a profit-maker, for his com- 


pany. 





egisia 


duct a ont 


study nite 
our disabili 
pensation 
. vivor’s | 
grams in step with the 
day. Above all, howe 
prevention as a goal is 
to the most liberal co 
after a disabling or fatal inj 
Goodwin J. Knight 


State of Cal 


“NACCA has never ad 
eralization of the compen 
It strives to improve the 
utes by increasing the 
more realistic levels, and 
ticularly concerned with 
the administration of th 
er needed.” 
Ernst W. Boguscl 
Director Nationa 
of Claimants’ ¢ 
{ttorneys 


“WORKMEN’S compe! 

provide the incentiv 

tion. In rehabilitation, the 

is placed on the residual 
and not on the disability. In the 
centage rating of non-schedule 
yhasis is pla 
her than 


ties. So the rating syster 


abilities, the emy 
the disability rat 
the employee to emphasize 
ability to obtain 1 
award, rather 
cedure desig 
ability.” 
James L. Hill, 
{ttorney W orkme 
Compensation Se 


Ford Motor Cor 





What's That About Compensation ? 


“IN MY opinion, 
portant element 
workmen’s compet! 
the adjudicator himself 
cator’ I include board 
commissioners, hearing office 
erees, or any others who 
facts and make the deci 
cases. Their decisions set 
tern for all claims administ 
They act both as judge < 
Most of their decisions turr 
ings of fact which are 
able by the courts 
absolute power lor operati 
scales of justice 
“Workmen’s compensatio1 
cators distribute more money 
lower state court ju lges Their 
cisions have infinitely greater 
and economic consequences 
ciety than all decisions of all 
judges in personal injury suits.” 
James J. Reid, Member 
Employees’ Compen sation Appes 
Board, United States Department 
of Labor 


“THERE is no sul 
stitute for our 
rules and for er 
forcement, but f 
need to look beyor 
them is clear. We 
must face the fact 
A that the vast major 
ity—two-thirds—of all compen 
industrial accidents at the 
time in New York seem not 
associated in any way at al 
conditions covered by law an« 
rules. And probably only a 
proportion of the remaining 
the cases can be blamed on 
violations of the safety law.” 
Isador Lubin, Industria 
Commissioner, New Yorl 
State Department o} Labor 








Laws: 
tion programs have become, in some 
states, political footballs. Benefits 
have been regulated more on the 


Workmen’s compensa- 


basis of which group exerted the 
most pressure on legislators than on 
the basis of what payments actually 
were tair. 

Because legislatures are subject 
to political pressures, and because 
workmen's compensation commis- 
sioners are, too, it’s been unavoid 
able that injustices have developed 
among compensation laws and thei: 
idministration. Some have argued. 
in some states, that political office 
holders ind company exet utives 
should not be « overed by compensa 
tion benefits: executives. they have 
said. are not employees. Else where. 
emplovees have been taken to in 
clude everybody from company 
presidents down to janitors, from 
government department heads _ to 
clerks. Get hurt in one state, and 
you re in financial clover: get hurt 
in the same job in the next state. 
ind you're stuck with total wage 
loss and all medical expenses. 

(An eftort has been made to 
out these legal differences | 
posing, through the United States 
Department of Labor. a uniforn 
workmen’s compensation act tor 
adoption by the various states and 
While the act was first 
distributed to state authorities in 


territories. 


late 1955, it's by no means a dead 
issue now. So far. it hasn’t gained 
much acceptance; but some unions 
ire pushing many of its provisions, 
and the Department of Labor still 
is solidly behind it. 

What’s ignored by many who 
have heard of it is the fact that the 
act represents the feeling of many 
leaders in the field of compensation. 
It’s not merely the opinions of a few 
Department of Labor lawyers, it’s 
the result of numerous conferences 
with state compensation commis- 
sioners, union heads, and some man- 


When the act calls for 


higher benefits, unlimited medical 


ufacturers. 


expenses, and a general broadening 
of the whole compensation plan, 
therefore, it’s merely a reflection of 
growing demand. Whether that de- 
mand is right or wrong doesn’t mat- 
ter; it exists, and people concerned 
with safety have to live with it. 


continued on page 57 
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1957 COMPENSATION ACT AMENDMENTS 


New Maximum 
Medical 
Expense 


New Weekly Benefits 


Additions Made 
to Coverage 


New Death Benefits 


New 





Total 


Maximum Maximum 


Dis P 
eases 


Injur- 
ies 


Covered 


eople 


Minimum Maximum 


Burial 
Allowance 





Alabama $1 .200 


California 
Colorado 


Connecti 


‘ ida 


Ne 


w Han pshire 
New York 
North Carolina 
Oklahoma 
Oregon (d) 
South Dakota 
Tennessee te 


Texas 


Utah 


No limit 
te} 
Vermont (e) 


Washington (d) 


$31.00 $12,400 


1) O00 


10.000 


2 00 11.000 


5.00 


9 7c 


55.00 


14,117 
18.00 9.900 


246.00 


$12,400 
15.000 


11,466 


11.000 


12,553 


9.900 


$400 


West Virginia 92 1M) 
Wisconsin ») 
Wyoming (d) 


20.00 


200.00 9,000 7.000 




















NOTES: 


ing compensation payments increased. 


(a) Maximum weekly wage for figuring compensation payments increased 


(d) 


(b) Minimum weekly wage for figur- 


Periodic benefits increased. Benefits figured on monthly basis. (e) Certair 


medical benefits increased. 
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This Is the Safety Man's 
Attitude . . 


“My 


greatest need in safety worl 


associates and | 


ting people to participate in d 


participa as 


but better 4 


The 


part ipa- 


ity prevention. 
Not 
£reater 
tion. 

participation. 
kind of 


tion which is 


necessarily 


just lip 


service 


J. A. 


‘ ee S 
(“Sure | believe tone 


safety’ but realist 
tion. 

“To achieve this kind of 

the challenge to \ 
When individuals want t 


othe rs to 


pation 1s 
leaders. 

ind want 
of hurt and 
star le to a 


tior 


be safe 
injury. the 
hieving better 
has been overcome, 

All the te 
idvertising. 


The 


‘selling j 
promotion 
are needed. product 

It should be easy 
others that the « 
tive product, 
able, in the 


and damaging. 


has high value 
to convince npeti 
luck, is not depend 


long run Ss expensive 


“Tt is necessary to set uy 


service organization—safety 


engineering, if you will 


quaint the ‘customer’ with operat- 
ing instructions. Safety informa 


tion, training. and education in 


recognizing hazards and hazardous 
Discussing 


situations are a ‘must.’ 


the “( ustomer’s’ problems and offer- 


22 


ing feasible safety 


also be a part of the service or 


zation ’s task.” ‘i A. 
The 


Vichigan 


engineer, 


} 
Kalamazoo. 


“IF your 


cally 


manageme! 
minded 
. tell it 


Irequency of 


sn’t? ) LO% 
the 
sents an annual sav 
$1.250 for each 100 
i 0' 

“If you can sell the 

on a human 
the real dividends of 
the 


homes saved. and the 


lives saved. lim 


* Ss ived. 


“While we can in n 


many accidents have } 


work. 


by cood safety 


reflect on the results of at 


What it ha 


accident: 


individual, his family. 


ty. his future. if he 


enough not to have been killed.” 
Thomas | Berk. safety consultant. .~ as 7 
Vetropolitan Life Insurance Com- es ver 61S 


pany, New York City 


This Is Labor's 
Attitude ... 
‘HERE is the action 
foundry workers ap} 


International Executive Board and 


the Convention: 


solutions should “Tin 


I pjohn 


it is eco! 


ict idents 


return on $20.000. 
ipproach, tel} 


bs sdVe 


What’s the challenge of 


executives. govern ment 


Attitudes That Will Affect 


reased health and safety pro- 
isions with proper contra tual pri 
Stone. \ ViIsior 


(on 


s for the policing and implk 


entation of such provisions 


: oe ) provisions in collective 


igreements ti provide 


fatigue time as cond 


re quirements ot the 


to provide 


(and what company ae , 


examini 
| 


completely 


health 


reductior 

pl 
: rkers 
ing of . 
; anutacturers should 
employ 


rightful obligations 


m more ° 
rking greements 


Department. U niter 
Workers, Detroit 


W 


satety 


human sufle1 


22 6 ork should perform his 
» way tell how . 
’ n such a manner that does not 
een prevented : E ia 
endanger himself or subject his fel- 
workers to 
He 
should be required 
hard hats, 


safety 


evervone 
° ow 
least on 


the 


his communli- 


s done te dangers. 


was tortunate to weal 
what 
required 


civen situ- 


: . T. Satre 
or employ- 
ment. Repetitious violating of rea- 
sonable safety measures should be 
the subject of disciplinary action 
either by his union or his employer. 
“This 


from a representative of labor, but 


may be strong language 
tor 


the 


program 


yroved by strong measures are necessary if 


an individual has an utter disregard 


for himself and his fellow workers. 
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the future? Safety men. labor leaders. 


authorities. here talk of the many different 


Your Work in Coming Years... 


Employers who continually show a inted for obs are e! ; his shoulders and say: ‘Why 

disregard for the safety of the ers, in ord very | I é reful? Accidents will happer 
orkmen should also be penalize I e nd I ! i é fe would indeed be hazardous if 

not contend that we ca charged proy . But how ofter e believed that accidents could 

ite industrial injuries cé 

pletely; however. I submit a su 

stantial reduction of injuries wou 

result in lower costs of doing b 

ness. which might in turn be 

flected in increased workmer 

compensation benefits and wage ON we a l¢ é 

iii Oa WE Malia pci sii eater pepo f fatalic This Is Government's 
secretary, District Council of Pair hy, Se ne Attitude ... 


eres ,o 


lo 


e-~ 


This Is Management's 
Attitude ... 


‘< . Gruver 
CERTAINLY no member of mana 


ment in his right mind would dis- Me » people are dangerou vent industrial in- 

pute the fact that accidents « t nen | ind to ) " ist juries and  occu- 

ational diseases J. H. Fluker 
many of them. a “I would not want ride i “The Industrial Commission 
they look over plane whose pilot believed that Ohio, through its Division of Safety 


money. But now WO! with them. 


their profit ind ilety precautions were not helpful & Hygiene, recognizes that the pro 
loss statement, I . |] would not want t 1¢ lem necessitates an acceleratio yt 
turn to their acci n a train whose locomotive ng ilready-existing safety activities, 
dent records as ar neer didn't believe in safety sigi nd a campaign to encourage estab- 
influencing fac- and equipment. Certainly I w ld ishn i programs where none 
tor? And how not want to work in a plant where 

many of them in the crane operators, who carry 2 encourage employers to uti- 


sist that accident heavy loads over my head. had ; lize every modern safety technique 


John MacLeod 
records be kept which would help ‘nothing I can do about safety’ atti ind help to keep every employee 
them at arriving at such costs? tude. And I sincerely hope that the safety-conscious, the Division pub- 

“Cost accounting has become a druggist who mixes the drugs and lishes a variety of bulletins and 
very highly spe ialized part of busi- fills the presc riptions for mv chil- pamphlets on job satetv. The com- 


‘ 


ness. Every penny must be ac- dren when they are sick, doesn’t tinued on page 
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STONEHOUSE SIGNS 


For Accident Prevention 


Now, more than ever, Safety and Efficiency go 
hand in hand. Workers in Industry have proved 





that the safe worker is far more efficient — in 
higher production and morale. 


Throughout Industry these signs make a powerful contribution 
to safe working. They educate, impress, safeguard workers on 
the job. There are hundreds of Stonehouse stock wordings. 
Special wordings are also produced to customer specifications. 





Our complete Catalog — 64 pages, 


uonore in full color — free on request. 
Vera SIGNS, inc. @ Stonehouse Bldg., 9th at Larimer @ Denver 4, Colo. 


MANUFACTURERS 
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Two top business men 


answer our query: 


What Can 


“Management Must 
Take the Initiative..." 


“We BELIEVE in IBM that manage- 
ment must take the initiative in the 
prevention of accidents in our 
plants. We have 
always considered 
the safety of our 
emplovees of 
major importance, 
and place great 
stress on this in 
the design and 
equipping of our 
plants. An atmosphere conducive 
to safe operations can be enhanced 
by providing for effective industrial 
housekeeping in plant layouts, 
“In order to take best advantage 
of facilities that are 


safety, management must continual 


planned for 


ly emphasize the need for safety in 


all operations through publicity 


campaigns, posters, publication of 
departmental safety 
highlighting the 
safety awards. 

“We feel that the prime respon- 


sibility for 


records. and 


importance of 


administering safety 
policies and regulations should be 
vested in departmental managers. 
It is important that they possess a 
thorough knowledge of these stand- 
ards, for it is through supervision 
that an attitude of safety is created 
among our employees. Therefore. 
manager training programs espe- 
cially designed for safety instruc- 
tion will continue throughout out 
business. 


“A combination of good facilities 


planning, management publicit 


safety programs, and effective 
ministration of polic ies by depart 
mental managers should Keep ti 
minimum the frequency, severity 
ind cost of industrial accidents 

l. J. Watson, Jr., president, Inter 
national Business Machines Corpo- 

New York City. 


"We All Abide 

By the Same Rules..." 

‘AN EFFECTIVE safety prog 

quires the constant guidance o 

members of management, True 
requires the acti 
support of all 
plovyees; | 
Can ony 
complish 
equally 
management 
ership. 

“Management 
an best show its sincerity by par- 


ticipation in the program. This, by 
necessity, must be shown by more 
than written communication. It is 
best demonstrated by personal con- 
tact and good example. Let the em- 
ployees know that we all abide by 
the same safety rules. 

“It is important that employees 
understand that safety rules are for 
their protection, and are not just 
rules to follow. At safety meetings. 
cite accidents that have made each 
Above all, empha- 


size that ‘their safety is their fam- 


rule necessary. 


ily’s security.’ 
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REVIEW 


AND 


FORECAST. 


Management Do About Safety ? 


“Infraction of safety rules cannot 
tolerated Carelessness on the 
part of one individual can not only 
lead to his own injury, but can re- 
sult in injury to a fellow employee. 
If an accident does occur. it should 
be investigated, not with the idea of 
fixing blame. but with the idea of 

venting recurrence, Each acci- 
lent and the means of future pre- 

ntion should be discussed at 
safety meetings on all levels. If an 

ident results from carelessness 

flagrant disregard of safety rules 
ind practices, disciplinary 

uuld be taken 
whet! I worker 


action 
regardless of 
or supervisor is at 


iuit. 


“Safety posters should be dis- 
plaved throughout the plant: how- 
ever, thev should be changed fre- 
juently to create interest. Charts or 
graphs depicting plant safety rec- 
rds should also be posted and kept 
ip to date 


“When a 


achieved, it should be recognized in 


cood safety record is 


some manner to further reward the 
individual or group. This can be 
done in the employees’ publication 
or at periodic safety dinners, when 
certificates or other gifts can be 


presented by the company 
dent 


presi- 


“The safety goal should be ‘no 
accidents.” This may seem impos- 
sible. but with a combined effort it 
can be achieved.”—W. A. Thomas, 
vice president operations, Atlas 
Steels Ltd.. W elland, 


Canada. ee 


Ontario, 





REVIEW 


AND 


FORECAST 


What Lies Ahead for Safety Men? 


*‘A man could be 

a highly qualified 
engineer and 

still not be a suc- 
cessful safety man.” 


“Keeping up with 
the steady pace 

of new technology 
provides ever- 
greater problems.” 


“The job of safety 
man is close to 
that of a minister. ° 


26 


No FIND out what industria 
‘| safety leaders think are the big 
problems they must face in con 
ing vears. OCCUPATIONAL HAZARDS 
went to a number of men who long 
have been recognized as tops 
their field. They didn’t agree on de- 
tails, but unanimously agreed 
a safety man in the 


future will have to know 


one generality: 
more 
much more—than most safety mer 


do today. 


Complications: A. 
director of industrial health and 
safety, W. R. Grace & Company. 
New York City. told us: “Too few 
people fully understand how com- 
plicated the safety job really is and 
the qualifications that a safety man 


B. Pettit. 


should possess. There has been so 
much talk about safety engineering 
that many people think that it is a 
job for an engineer: so one is 
pointed to do the job. 

“A man could be a highly quali 
fied engineer and still not be a sue- 
cessful safety man. The really good 
safety man needs to have some 
knowledge of most branches of en- 
gineering: but he also must possess 
some knowledge of produc tion. med 
icine, psychology, law, and many 
Above all. he must 


possess the milk of human kindness: 
he must see in his job the oppor 


other matters. 


tunity to give practical application 
to his desire to do good for his fel- 


W Wen. He iH 


irv's zeal for his job. 


ust have a mission- 
And he must 
possess the « apacity for leadership.” 
Pettit’s comment reminded us of 
»bservation made by a safety en- 

oil a big chemical co 
‘The job of safety man is 


hat of the minister.” 


eer for mpany: 


close to 


The two statements require a safe- 
director to be everything to all 
men: engineer. teacher. preacher, 
rlogist, 


charity worker. nurse, psvt h 


lawyer. chemist. electrician. hy- 


gienist. fireman. policeman. writer. 


As industry increases its ¢ mplex- 
finds 
new products to make and new ways 


make them: 


ward more and 


its diversification: as 


is it progresses to- 
more automation, 
the safety man’s jobs will become 


ore varied. 


Technology: fk. JT. Markey, 
Western Electric 
York. carried on 
ideas about the need for 
knowledge 


nen by saving: 


safety engineer. 
Company, New 
Pettit’s 
create! among safety 
“It appears to me 
that keeping up with the steady pace 
of new technology provides ever in- 
creasing problems which confront 
ill of us in safety work. 

“Ter hnological ents 


vhich 


ductivity and a wider range of prod- 


improvem 


bring about increased pro- 
manual effort are 


changing the nature of work Be- 


ucts with less 


Q 
ontinued or page zo 
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Find hundreds of ways 
to improve the efficiency of 
your plant in just 4 days 
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of exhibits of cost-cutting 
equipment and services 
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January 27 to 30, 1958 etn the on write: 


Show Management 
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341 Madison Avenue 
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William H. Evans. 


REVIEW 


AND 


(FoR ECAST 


General Electric safety 


engineer, says the 


“Vital Problem Is Statistics” 


| gem MOST important problem 
in the safety director’s work 
during the days ahead is accident 
prevention. How he copes with this 
problem will be dictated by the con- 
ditions of the particular operation 
in which he is engaged. What he 
does has to be measured, and the 
measure becomes a matter of sta- 
tistics. 


True appraisal of the perform- 
ance of the safety director is impos- 
sible if he complies with the ASA 
Standard Z16.1-1954: “Method of 
Recording and Measuring Work In- 
jury Experience.” This measuring 
stick falls far short of what we 
should rightfully have. Statistics 
on accidents have become a farce. 

To a certain extent, the safety di- 
rector is becoming a creature of 
whim and size. If he has a large 
operation, he can bring an injured 
employee back to work and put him 
on a job commensurate to the job 
on which he was injured. Therefore, 
there is not lost time. If he has a 
small operation, he must accept the 
lost time, because he has no job for 
the injured employee. 


The situation is rather ridiculous 
in view of the fact that the safety di- 
rector becomes so busy trying to 
find ways of not counting accidents 
that he loses sight of his purpose: 
to prevent them. Whether or not 


he counts an accident statistically. 
he still has had the accident! 
Another point to be considered is 
the cost of these accidents, regard- 
less of whether or not they are 
counted in statistics. Most of us 
have seen people in walking casts 
. others with their arms in slings 
. . - Who have not been in the sta- 
tistics; yet there is no doubt but 
that they have had accidents. And 
if they have had accidents, the safe- 
ty director has failed in some way. 


These conditions are not condu- 


cive to good employee relations. It 
would be awfully hard to convince 
me that I did not have an accident 
if my legs were in a cast. It would 
also be difficult for me to convince 
my manager that I had an excellent 
safety record if I handed him a bill 
for several hundred dollars for com- 
pensation costs for an accident not 
reported. 

The contacts I have made about 
this problem of unreported acci- 
dents, which exists because of the 
technical loopholes in the ASA 
code, have convinced me that the 
only answer is to count total in- 
juries, whether or not lost time oc- 
curs, © © 


(For more information on the question 
Mr. Evans has raised, see the three-part 
series, “What’s Wrong With Safety Sta 
tistics?” OccupATIONAL Hazarps, Feb 
ruary-March-April 1957). 





SAFETY MEN 





cause of this change, employee train- 
ing will be the most important prob- 
lem in accident prevention. 

“Naturally, when one hears the 
term ‘employee training’ he first 
thinks of the persons whose direct 
efforts produ e the product. These 
are the individuals who have the ex- 
posure and whose performance will 
reflect in the safety record. But be- 
fore the worker can be taught the 
new skills which will keep him acci- 
dent-free, it is important that all 
those concerned in making the tech- 
nological advances possible be firm- 
ly convinced that safety is a requi- 
site of progress. 

“The designers, the engineers, 
and all management must be made 
cognizant of the need for building 
safety into the plant, the process, the 
methods. and the tools. 

“If we are to keep abreast of tech- 
nological growth (and there can be 
no doubt as to the necessity for this) 
our safety training must be all-in- 
clusive.”’ 

Partly because of this need for 
sreater knowledge. for “all-inclu- 
sive” safety training, there’s a 
strong movement afoot among many 
members of the American Society of 
Safety Engineers to require regis- 
tration of safety men in the same 
way that professional engineers are 
registered. Registration already is 
demanded in a few states; these 
ASSE people would have it de- 
manded in all states. 


Prevention: As W. H. Evans, 
General Electric safety engineer 
says in his “Vital Problem” (at 
the left). safety men are going to 
have to do more and more to stop 
accidents before they happen. 

Evans agrees in this part of his 
statement, at least, with most of the 
industrial safety directors OCCUPA- 
TIONAL HAZARDS editors have talked 
to over the last year. But what he 
says must be tempered with what 
Western Electric’s Markey has said 
about the need for preventing acci- 
dents by building and machine de- 
sign. 


A recent study of several thou- 


continued on page 6 
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FIGURE 1. The actual number of large 
loss fires has been increasing steadily as 
shown at the right. Dollar losses have 


climbed almost as fast. 


1952 


1953 


1955 1956 





Industry's Big Burn—Past and Future 


Ps the past predicts the future, as 
some say, youd better give your 
plant fire protection program a sec- 
ond look—even a third or fourth 
look. 

In 1950. the National Fire Protec 
tion Association reported building 
fire losses of $672 million. divided 
among 600.000 fires. By 1956. the 
fi 


1 
o 
) 


g 
825 


».000. That's a jump of almost 
50% in dollar losses. almost 40% 


yrures were $1.016 million and 


< 


in number of fires. 

The same trend appears in 1952- 
1956 statistics covering “large loss” 
fires those fires with losses 
amounting to at least $250,000 each. 
(See Figure 1.) Between 1952 and 
1956. the number of large loss fires 
increased 56°; dollar losses in 
1956 were 20% above those of 
1953. the highest ever recorded pre- 
viously. 
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Now, pin these figures down to 
NFPA rec- 


ords show 88 large loss factory 


manufacturing alone. 


fires occurred during 1952: there 
were 117 such fires during 1956. 


Loss causes: Without knowl- 
edge of the causes of industrial fires. 
the figures we've mentioned mean 
little. So here are the facts as 
NFPA staff members have found 
them: 

§ Only six properties involved in 
large loss fires during 1956 (figures 
for 1957 won't be available for six 
to 10 months) were protected by 
central station supervised automatic 
fire detection systems; improper 
storage, highly combustible mate- 
rials, lack of sprinklers, or origin of 
fire within concealed ceiling spaces 
was responsible for growth of these 
fires, despite immediate alarms. 


1957 


® Even though 76 fires were dis- 
covered early. 46 of them grew be- 
cause of delayed alarms. Watchmen 
or others tried to put out 19 fires 
themselves, failed to summon public 
fire departments until the fires were 
out of control. In three cases, no 
fire alarm boxes were nearby: in 
10 cases, telephone wires were 
burned through. and alarms conse- 
quently were held up. 

® More than 10% of large loss 
fires last year took place in sprin- 
klered buildings, although 96° of 
all fires in sprinklered buildings 
are controlled by sprinklers. Im- 
proper storage in some cases al- 
lowed fires to overpower sprinkler 
systems. In other cases, water was 
shut off either before fires began 
or too soon after fires were dis- 
covered. Three sprinkler systems 


continued on next page 
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INDUSTRY'S BIG BURN 


conti ed ftror 





were damaged by explosions he 
fires started. In one case. wal 
supplies weren't sufficient to keep 
sprinklers operating. In nine cases. 
hazards were too big for the avail 
able sprinklers that is. th 
sprinkler systems would have beet 
satisfactory for the hazards they 
were designed to meet. but th 
plants had built up hazards beyond 
those design limits. 

® At 21 large loss fires. damage 
probably could have been held 
down a great deal if standpipe 
hoses had been available. 

® In 260 cases, one or more sub- 
standard fire protection 
contributed to heavy 
large building areas undivided by 
fire walls: below-standard fire walls: 
fire doors blocked open, or no fire 
doors at all; open stairwells: open 


features 


losses: too- 


elevator shafts: unprotected open- 
ings around pipes: oily floors and 
walls: combustible insulation: com- 
bustible 


combustible interior finishes: t 


fibreboard partitions Ol 
little separation between combust 
ible building walls: wood shingl 
roofs. 

§ Arson as a known or suspected 
cause took a big jump. In 1955 


only five large loss fires were set: 


in 1956. there were 21. A sper ial 
agent of the National Board of Fir 
Underwriters told OccUPATIONAI 
HAZARDS in October of this vear. 
“Set fires are increasing year by 
vear'; and he added that in one 
Ohio city. five out of six set fires 
struck at industrial plants. during 
a single recent year. 

® Miscellaneous causes of Jarge 
loss fires looked like this in 1956: 
defective wiring, 20 fires: 
lightning. 14 


fires; careless cutting and welding. 


careless 


smoking, 15 fires: 


nine fires: spontaneous heating. six 
fires; defective motors. five fires. 
§ Private fire brigades did a satis- 
factory job in only 10 of the 43! 
large loss fires last year. In an- 
other 10 cases, the fires were too bi 
when they were found to let plan 
fire brigades work effectively. Ir 
two cases, brigades did a poor job 
because they had not been properly 
In 26 cases. lack of we 


l 


trained and well-equipped fire bri 


trained. 


gades undoubtedly helped to boost 
fire damage. 


Rural plants: The experien 
Works. Ine 


which makes school bus _ bodies. 


of Carpenter Body 


offers several lessons for industrial 
plants that either have gone o1 
tend to go outside city limits. 
The Carpenter Body Works was 
not far outside Mitchell. Indiana. a 


town small enough to have only a 
volunteer fire department. The 
plant had no automatic sprinklers, 

adequate water supply of its 
own, no connection with the 
Mitchell city mains, 

Early in the morning of March 
12. 1956. a plant watchman saw 
flames blanket an electric motor. He 
telephoned the alarm at once, but 
it took Mitchell volunteers 20 min- 
utes to reach the plant. By that 
time. the inside of one end of the 
plant was aflame, and streamers of 
fire were shooting from the roof. 

There was one hydrant. to which 


pumpers were ¢ oupled. But the hy- 


drant was at another plant some 
distance away. and drew its wate 
from a 4” dead-end main that 
stretched all the wav into Mitchell. 

\ 6” gas service main inside the 


broke: flashed 


through the whole Carpenter plant. 


fire area flame 


Drums of bus bodv undercoating. 
all stored in the building. exploded 
and spread the fire faster. Some- 
dy shut off the 220-volt power 
to the factory. Firemen had 
water for about 10 minutes; 
cutting the power line stopped the 
town’s water booster pumps. 
[Two more buildings might have 
been lost if they had not been sep- 
arated from the main structure by 


masonry walls. 





Is Your Own Plant Adequately Insured ? 


Loss: $150,000. One building 
the Knickerbocker Company, Jack- 
son, Michigan, lift truck manufac- 


turer, burned. Damage, the com- 


30 


The fire was exciting 


pany reported, was fully covered by 
insurance. Frequently, however, in- 
surance carried on industrial plants 
represents 50% or less of the real 


but only this was left. 


value of the property and its con- 
tents; and there is no business in- 
terruption coverage at all. That’s 
why many fires cause bankruptcies. 
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hese were difficult words to say. The 


he problem was complicated, time- 

very expensive. Today, all that has 

important factor in that change 

than ever, continues to be — 

to lower the cost of better hearing 

enith is the finest hearing aid made. Zenith 

‘ . ffers sensible low prices, placing the best hearing help 

How often have you said sitet ise eatin iia. 
: elase } > > > sad t 
n reach of everyone who needs it 


to one of your people: 


nort 


, 
rtant facts to guide you when a 
needs your advice about choosing 


e Zenith Hearing Aids are sold on a Ten-Day Money- 


etter eT OU (sel Back Guarantee. No Zenith sale is considered final 
. unt tne ft rect - bh 1 


er has worn the instrument under 


yns of use for 10 days. 


d hearing ald, Joe ai rt i fhe is 





selection of superb instruments for 
ally correctible hearing loss 
[here are nis 4- or 5-transistor models. 


...you're taking too many + Zenith Hearn ids are sensibly priced from $50 1 


1 


$175, including Ten-Day Money-Back Guarantee, 


risks without one!” rose p en a 


nged when desired. 


e Zenith ymt f Quality in Radio, Television, 


High-Fidelity ind Reproduction, as well as in 
Hearing Aid na ‘en a leader in precision elec- 
tronics for over a third of a century. This same leader- 
nith’s thorough and effective dealer 

yur employees of the knowledge 

highly trained and experienced 


Ss personnel 


Lar 


P -# ee "ye, 
y AAT, VA bg earing Ais 


d ‘ 
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INDUSTRY'S BIG BURN 


continued from page 30 





Final score: a one-story. 80.000- 
square-foot factory totally  de- 
stroyed; $807,000 damage: jobs 
for plant workers gone for an indefi- 
nite time. 


Unlearned lessons: The les- 
sons in fire protection to be drawn 
from the NFPA studies and the Car- 
penter Body Works exp rience 
Thousands 


would seem to be obvious. Some. 
of industrial plants, 


however, apparently never learn. 
schools, clubs, Y.M.C.A.’s Near Garland, Texas, an elec- Take the dan er 
have installed the sanitary, tronic manufacturing plant burned 
safe. sure with a $1,003,000 loss. Reconstruc- . | 
SANI-MISTER tion began within a month. Fibre- out of this Zone J 
board partitions were eliminated in 
in their - ~ 


the new plant, but no arrangement ’ 
shower rooms to.. 























People like to use it. BU LLARD 


It’s clean and sanitary and when they step- 


on-it their feet feel “refreshed” as well as eA y 


proteded. Se sure YOU always heve “That joker who's the ringleader in Truck Safety Steps 
enough of the SANI-MIST SOLUTION on 


the horseplay out in the shop—send 
hand to kill the principal Athlete’s Foot 


him in.” Statistics prove 40% of truck accidents 
Fungi in 30 seconds. Don’t “run short”— occur in this zone, where trucks are 
order in 5-gallon cans today. loaded and unloaded. Low cost, Bul- 


lard safety truck steps make this area 
“ /. for a sprinkler system or for a pr as harmless as your own front steps. 


vate water supply was made, al- They speed handling, and reduce work- 
Solution in convenient though the absence of sprinklers er fatigue. Permanent installation can 


a ea. See ee be made by bolting or welding to truck 
5-GALLON | . ie frame. When not in use, step folds flush 


been largely to blame for the de- 





: to rear of truck... or, if truck backs into 
CANS struction. loading platform with step down... it 
Three years ago, a fertilizer plant automatically retracts without damage. 
+ easy to store... near Pensacola, Florida, was burned. Special non-skid treads — side latch 
e easy tO pour... The fire spread rapidly because the locks step in place. 


50.000 s are 2PT oO oor sp e Was ° 
for the name of your nearest jobber, ieee SRG RRR Senet anes ee Write for technical literature 


write Dept. OH 


undivided and because the plant 





stood outside the city limits and 





— 
— 
——_ 


had no private fire protection. Last 
year, the building that replaced the 
old one was destroyed in a fire al- 








most exactly like the first. The new INDUSTRIAL SAFETY EQUIPMENT 
1724 Chestnut Street structure had been planned without oo 
Philadelphia 3, Pa fire walls, and neither sprinklers nor SS 
; ‘ 
3 continued on page 54 E. D. BULLARD COMPANY, Sausalito, California 
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FOR ACCURATE HEARING TESTS 
KOPPERS IS€ AUDIOMETRIC ROOM 


In Plants - Hospitals - Dispensaries °°! on Comfortoble. ° ‘vn 


ven 
i lent flow ntin 
Designed in conjuncti leading audiometrists, ca rifugal blower when door 
Koppers Audiometric Testing Room provides a cool, sool and fluorescent. Outlet plu; 
noise-tight “‘Zone of Quiet”’ f bl idior 
testing under all possible noise condition Communication. A two-way int 
ilat t an additional cost. 
Complete Noise Protection. “S anels, ah 
‘“‘Soundframe”’ windows and ‘“‘Soundproof”’ d we ppers Audiometric Room is readily assemt 
all mounted on special vibration isolators . . . elim- juickly relocated whenever desired. 
cae ree models are available or a Room can be custom- 
— — . — 
designed for your specific needs. For more infor- 
Ample Testing Facilities. Koppers Audiometric mation, write to: KoppERS CoMPANY, INc., Metal 
Testing Room has 4 input jacks for instruments Products Division, Industrial Sound Control Dept., 
plus an external instrument shelf. 6112 Scott Street, Baltimore 3, Maryland. 


~ INDUSTRIAL 
xoppers|| SOUND CONTROL EQUIPMENT 


WwW Engineered Products Sold With Service 


inate noise lea 
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Only 2 Pounds of Tuffy Sling 


The slings hoisting this hydraulic press are 114” 
Tuffy U-1ls. For each 2 pounds of their own weight, 
two Tuffy U-1s of this length (basket hitch) are 
rated to handle a ton of load. Pound for pound 
Tuffys are weight lifters extraordinary. 


The secret of the amazing strength of all Tuffy 
Slings is in the special purpose steel we use, and 
the way its wire fabric is machine-braided to give 
a combination of toughness and flexibility you 
won’t find in any other machine made sling. 


Tuffy Slings are so flexible that kinks can be 
pounded out easily withcut sling damage. And it’s 
mighty hard to kink a Tuffy Sling in the first 
place. Tuffy’s resistance to knotting, kinking and 
looping is just one reason why Tuffy Slings have 
an enviable record of giving longer service life 


than ordinary slings. For another reason, look at 


ferrule... 


the Tuffy 


Tuffy’s pressed-on ferrule gives the tucked eye 
splice 100 of fabric strength. Applied under 
great pressure, the steel ferrule literally flows 
into every space between the wires and strands, 
developing friction force equal to : strength. 
Another reason why you ‘ I 

taking deadloads, shocks and 


Your Tuffy Distributor is Stocked 
to Meet Your Needs 


He’ll help you save money with the longer trouble- 
free service life of Tuffy Slin; ’s ready with 
your Tuffy Slings and Union Wi ope needs. 


Get in touch with him now! 





FREE— 
Get Your Tuffy 
Sling Handbook 


Gives complete data on Tuffy Sling types, dimen- 
sions, weights and rated loads. Plus a complete 
rigger’s manual and engineer’s notebook on wire 
rope constructions and specifications. Write us 
for your copy! 


unron (48) 2irc Kone corp. 


2298 Manchester Avenue, Kansas City 26, Mo. 


Specialists in high carbon wire, wire rope, braided wire fabric, stress 
relieved wire and strand 


Circle No, 23 on reader service card for more information 


DECEMBER 1957 ® OCCUPATIONAL HAZARDS 








Are You Using Salamanders Safely ? 


OLD WEATHER brings with i }. Flammable liquids (oil, gaso- 
:. the need for salamanders i line. naphtha, thinners, kerosene) 
many plants. They re used for keep- ; 1ould never be used to start sala- 
ing equipment and materials from nander fires. 
freezing. and for warming workers +. Lighted salamanders should 
whose jobs take them into unheated be kept safely away from combus- 
areas. a tible materials. 

The safety department of Jones >. If salamanders must be set on 
& Laughlin Steel Company. Ali- ' bustible floors or close to com- 
quippa. Pennsylvania. has laid bustible walls. the floors and the 
down these rules for safe operation ’ should be insulated. 
of salamanders: : these rules for salamander 

1. A salamander should * 180- ilety. the safety department of 
lated by a guard rail at le: é Constructors of Minnesota 
inches awav from the device. 
to prevent men from getting so el fi fired salamanders 
close that the flame ignites thei: CAUTION sign on hould b -pt u approved tanks 

lothing. salamander outlines t least 12 fee av from the heat- 

2. A salamander used ir | d safety rules that gov- r an e nder air pressure 
area should be vented—it give I i ae throug rigid pipe or tight oil- 


monoxide 














You may save thousands of dollars 
for your company from deafness 
claims and needless accidents 


r + with an Audivox Audiometer. This 
Ne sensitive instrument to measure 
=i the hearing power of your em- 


/ in initial cost and 


= er 2w in maintenance cost, it’s com- 
pact and light, it’s simple to op- 
rate, an jill give years of 


ccurate service. 


AU DI 0 M ETERS py AUC Ivox 


) Western Electric HEARING A 


SEND COUPON FOR FREE FOLDER! 


Audivox, Inc., Dept. OH-1 
123 Worcester St., Bost 


| 
| 
| 
| 
Gentlemen: | 
Please send me the free folder with c led information about Audivox | 
Audiometers. | 
| 
| 
| 
| 
| 
| 


Name 
Firm 
Street 
| ML cadvennes a nasdiee s san cctn cha Gane acua a 


sits i i a i cc imc hn ci mc ci i ii et ii dl lio esas 
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AUDIOMETERS, produced by Audivox sheet is intended to appraise degree of 


Inc., are decribed in a new folder. The risk when flammable hydraulic fluids are 


LITE RATU RE product’s economical features are stressed, used in the vicinity of an ignition source 


primarily in terms of low initial and Civete Wa. 6) en vedi dren aad 
i 5 : | maintenance costs. 
offered in this month's ads - 
Circle No. 24 on reader service card 
PUFFY sling types t dimension 
ind rated loads, are cited in Union Wire 


BULLETIN NO. 94 features details o1 Ri 


n ype Corporation’s “Tuffy Sling Hand 
the emergency blanket and wall canister hank ” 


vk hese highly flexible slings 
ist knotting, kinking, and looping 


produced by Industrial Products Co. The 
THE NEW #100 series of mono gles blanket releases instantly. The canister 


manufactured by Willson Products | R an 8%” diameter and stands 20 


hancbook states 


R ON ‘ ‘ Circle No, 23 on reader service card 
Lay ac oO are equipped 


‘ ) {} iT fy ty : 2 
able nosepieces and flat inner nes Circle No, 69 on reader service card 
provide increased comfort and | 


PACKAGED air sets fo 


. de Ic he ne 
Complete details on tl new safety are tiled 


available through use of the reader's FREE REGISTRATION cards 
service number. formative data bearing on the forthcon 
ing 1958 National Plant Maintenar 
Engineering Show & Conference 


Circle No, 18 on reader service card 


eS 7 obtained by using the reader’s sery 
s folder has beer re ' ' 
4 RE CUE KIT old a , } number The show is to be held in tl 
pared by H. K. Porter, Inc., to describe International Amphitheatre, Chicago, | Circle No. 68 on reader service card 


its RK-4 rescue kit. Equipment 


a 7144-ton hydraulic jack and 48 


Jan. 27-30, 1958 
Circle No. 18 on reader service card 


attachments “THE FIRE-KING” 


Circle No, 31 on reader service card Wheeler Prote Apparel C 


4 FREE 64-page catalog which reviews uu / 
SAFETY LEGGINGS nd spats whiucl and illustrates the entire Stonehc = ott 
“don’t curl” are reviewed | erica igns line can be obtained by usir 
Optical Co. in new bulletins terature reader service number 
indicates the clothing wil Circle No. 17 on reader service card Circle No. 35 on reader service card 
positive protection against 
splash. Long wearing eatures 0 
product are emphasized AN HYDRAULIC fluid survey sheet is SNUBBERS whic! 


. f | . , 
Circle No. 8 on reader service card offered by Monsanto Chemical Cc 





For just pennies per man Windsocks give snug 
winter warmth. These economical knit caps cost 
less to buy and less to use. Workers slip on 
@Vindsocks, pull them down over ears, put on 
a hard hat and are off to work. No installation. 
No adjustments. Nothing to occupy valu- 
able production time. The fit is always perfect 

since weave expands to all head sizes. 
Price is so low, you can throw them away when 

dirty and still cut costs. 

— 
@ oe 9” length Windsocks $2.64 per dozen 
\ : ‘ 11” length Windsocks $3.00 per dozen 


STANDARD 
232 WEST ON 


NEWARK 4, N. J. CLEVELAND 10, OHIO LOS ANGELES 66, CAL. 
597 BROADWAY 855 EAST 152nd ST. 12921 W. WASHINGTON BLVD. 


pei teh ds EQUIPMENT COMPANY 


TARI STREET CHICAGO 10, ILLINOIS 
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Co. These devices are especially engi 
neered to your individual piping pulsa 
tion problem. Case histories and recom 
mendations are included 

Circle No. 88 on reader service card 


EMERGENCY EYE and face washing 
fountains are highlighted in a_ bulletin 
issued by Haws Drinking Faucet Co 
These fountains flood contaminated fac 
areas with water and often provide in 
relief, the literature points out 


Circle No. 33 on reader service cord 


“THE CONTROL of Dermatitis in I 
dustry” is the title 


a 24-page booklet 


cal Products 


esearch and experience 
Circle No, 86 on reader service card 
4 COMBINATION | scrub! 


4 we rad 


s oO 


f 


Circle No. 4 on reader service card 
BENEFITS 


Circle No, 11 on reader service cord 


4 SAMPLE 


Circle No. 96 on reader service card 
PRAFFIC 


bot! 


Circle No. 52 on reader service cord 


“EVIDENCE.” a booklet of case | 


tr nr 


ipportin mac Incorporat 


cost-reduct 

tained ) customers The 
obtained without charge | 
ler’s service number 


Circle No. 25 on reader service cord 


“ROLL-OL i ag hazards are no 
problem if your ‘high altitude’ 
ire wearing the new “Deesign” 
belts, Miller Equipment Co. off 
port. This device eliminates the nee 
loop the rope or splice the lanyard to the 
Complete details are ivailabl 
npany literature. 


Circle No. 64 on reader service card 


ZERO hoods protect the outdoor worker 
from wintry winds. They may be worn 
under hard hats. Complete details, in 

ling price data, are covered in liter 
ature prepared by the manufacturer, B 
F. McDonald Co. 


Circle No. 48 on reader service card 





HERE'S PROOF... 


GLOVE COSTS 
REDUCED 43% 
by the FO 
COST-REDUCTION PLAN 


‘ustomer: well-knowr 
4 aircralt parts. Oper 
teel stamping. This 
one of scores of Jomac 
Reduction Plan case histor 
can show you. Write for “I 
dence” booklet shown opposite 
Get proof that this plan can work JOMAC INC., Dept. C, 
Philadelphia 38. Pa 


ie 


ror you, too! 


JOMAC 


INDUSTRIAL GLOVES 


Plants in Philadelphia, Pa., and Warsow, Ind. 
In Canada: Safety Supply Company, Toronto 
In Europe: North-Jomac Ltd., London, W1 


Circle No, 25 on reader service card for more information 
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New solvent lowers fire, toxic hazards 


Chlorothene combines powerful solvent action with safety 


in spray, bucket, dip and wipe cleaning 
For the p! L\ leaning I lect! l I I venerators ind sp! i\ cle 
contacts, you just can’t beat Chl then t's fast, efficient the stand 
and sate. This u 11] l sol t loy d DS Dx W, quit kly ( hlorothe 
and thoroughly dissoly ore ind oils, and rinses off leg 


solid contaminan 


r 
ning 


through l 
hi ] Imost all cold cleaning applications 
From the Satety standp: nt I rotmene 1 outstanding. It — = . es =! gt es — 
has a maximum lt wable neentration of 500 ppm Chlorothene is readily available from vour solve 


(M.A.C.), indicating a greater margin of safety than any _ tor. He’s the same supplier who handles Dow Perchloroethy- 
other chlorinated S( a nt or torm lation commonly used tor le ne, Dow Pri } | roe thyle rie ind Dow Methy lene ( hl | 


1tOT1ae, 


nts distribu- 


Write today for the 
Chlorothene book. THE 
DOW CHEMICAL COM- 
PANY, Midland, Mich- ro U GC A N D E P E N D oO N 


igan, Department SO 


1O18F-1. 
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‘er 


“Boy, oh boy! This is the best office party yet i 
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SS = Ihe nein 
ie aa nee, 
@0e inm\aaganeea 


make BUFFERIN. part of your safety system 


When headache, neuralgia, dental pain or mus- 
cular aches plague the worker, his mind is on his The new industrial package makes dis- 
symptoms and not on his job. This is when acci- pensing easy; a box contains 250 indi- 
dents often happen. Nor is a worker with a bad vidual foil-lined envelopes, each with 
iieiiaat i ff tae Lesko two BUFFERIN tablets, costs only 1%4¢ 
eaaache muc etter oO ta ms an analgesic per dose. Now available through your 
that leaves him with gastric distress or nausea local supplier 
that is equally distracting. 





wide . s . Each sodium-free BurrerRiIN tablet con- 
BUFFERIN relieves without upsetting the stom- sue enstebeiiegiie etd 8 qniien, oul 


ach—and acts twice as fast as aspirin. When you the antacids magnesium carbonate and 
dispense BUFFERIN you enable the worker to re- aluminum glycinate. 
main alert at his work. 








Bristol-Myers Company, 19 West 50 Street, New York 20, N. Y. 


A similar package available from Bristol-Myers Co. of Canada, Ltd., P. O. Box 195, Station S, Toronto 18, Ontario. 
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USEFUL LITERATURE, © 


OCCLPATIONATI 


VISLAL - 
Kevs ; - 


\ 


Circle No. 150 on reader service cord 


WORKERS 


( 


Circle No. 151 on reader service cord 


BULLETIN boa: 
ply ¢ are show! 


pany 
pan 


Circle No. 152 on reader service cord 


SAFETY TOOLS 
I Miller 


Circle No. 153 on reader service card 


AN ATTRACTIVE color booklet ay 


Chicago Hardware & Foundry 


es an stools 


ra 
Circle No. 154 on reader service card 


PARKER Safety Ex 


ne oft winter 
} I vin 


bulletir “ize, styiu 


provided. Parker winter 
tety hard hats and caps 


Circle No, 155 on reader service card 


PLATE MAGNET selectior 

tated with the introduction of a new 

8-page pamphlet, prepared by Stearns 
Products Co 


used largely to remove tramp iron trom 


[his product is 


flowing material in chutes, spouts, ducts, 
or ofr conveyors The catalog features 
illustrations, performance charts, and 
specihcations 


Circle No. 156 on reader service card 


P > 


/ 


CATALOG 57 


Circle No. 157 on reader service « 


DIRECT-FIRED K 
f t K 


Circle No. 158 on reader service card 


NUMBER 


Circle No. 159 on reader service card 


14 PAGES 


H 


Circle No. 160 on reader service card 
ALL-HYDRAULI( 


Circle No. 161 on reader service card 


FORIT Mfg. Ce 


Paying for Dust?” 


Circle No, 162 on reader service card 


COMPLETE data on t! 
} 


raft Co. 13” mid-weight 


ilable in new literat 


Circle No. 163 on reader service card 
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Here l# Is... 
A RACO First 





SS-50-M 
Men's Lab Coat 


RACO PRODUCTS DIVISION 


ROBIN W. ADAIR COMPANY, INC. 


AVOCA 9, NEW YORK 


























Circle No. 98 on reader service card 





NEW“PRODUCTS 


S 


THE CROWN E-Z line ha en ¢ ends, lane marking, trucks, docks, hoods 

mented with the introduction of a new railings, etc. Free working samples are 

1,000-pound hydraulic lift tal nanuf available upon request. 

tured by Crown Controls Circle No. 102 on reader service card 

Power is developed 

manual operation of a hydraulic pump, 
RECENT TESTS have demonstrated 
the ability of Fyrepel Products’ new 
aluminized suit to protect the wearer in 


knitwrist, 
kr itwrl 


Circle No, 105 on reader service card 


E. D. BULLARD CO. ha- 


t levelopment of a new first ald 


temperatures ranging more than 2.000° F 

The suit’s micro-thin aluminum coatir 

reflects 95% of radiant heat. Because of 

its light weight and flexibility, the wearer 

can move about with ease. ance | 

25a 
Circle No. 103 on reader service card 

which forces oil under pressure 

hydraulic lifting cylinder. vl cyt bet , $C Cand ae te 


raises the load to the , 
: i ently been granted Safety First Products 
Opening of a release , 


; : ciety Corporation's ywrtable. pressurized 
load. Lifting height: 48 inche 
chemical fire extinguisher, the 
Circle No. 100 on reader service cord Meter. It is reported these extinguisher 


4 NEW 12-volt drop 


t 


produced by Sittler Cory 
1 


electrically hazardous working 
as tanks and manholes. the cord 


its contents: plastic 
il iges plastic bottles of 
exachlorophene, antiseptic 
acid solution. In 
| hich contains 
and artifici 
12-volt, 100-watt 


The idea 


: agar , | onlv standard model dry chemi- Circle No. 106 on reader service card 


electrical 


. ] Y } 1; er 
5() ey \ EES . , 2 - ii ft listed by | nderwrit 
aboratories and approved by the Coast 


I 
Guard for service down to 65 degrees, USE THE READER SERVICE CARD 
Fahrenheit. FOR VALUABLE REFERENCE DATA 


built-in transfor 
waterproof s¢ aled housing 
Circle No, 101 on reader service card . 
Circle No, 104 on reader service card 
4 GREASE and oil remover leseribe 
MARKING ROLL ta; eloy | by its manufacturer, Wilbur & Wi 
Westline Products Div.. ‘ s indu NON-SLIP WET grip gloves. which 


trial hazards even as it does away w sure 


orless, non-toxic, non-harmft 


as Co. as od 


greater handling safety on oil < applied to a surface prior 


or other slippery materials, are yainting in order to insure against 
ir- being produced by Edmont Mfg. Co of adhesion. The 
chased in either 2 or 4 inch widtl he Known as “Snorkel,” the gloves have a with w The 
tape may be used on be 


the need for painting er ind coated 


costly labor set-up. Rolls solution may be 


product is particularly 
high resistance to abrasion, oils, acids, 


| 
cleaning and degreasing 
tors, stairs, handrails, projections, dead caustics, and 


many solvents. Available manufacturing processes in 
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Circle No. 29 2n reader service card for more information 
continuous spray, tub, barrel, of dipping 
operations, tor it eliminat 


hazards 
inherent in hot alkal | 


om TO BE SURE car wheels 
Circle No. 107 on reader service card - S e 
li and cau 
AN ASPIRIN packag signe by won t 5 ¥ 


| Supply Co. 1 
is now being } 


costly de railments and 


e 
sniuries to workers, Us 
Pr g M RAIL CLAMP 








+5 used in all basic indus- 
tries, because it resists 
weight of heaviest cars. 
Order one and see how 
safe, how dependable it 1s. 
SAFETY FIRST SUPPLY CO. 


425 Magee Street * Pittsburgh 19, Pa. 





2: 
Die 


metal shield (above) is designed 


ish a maximum amount 





to fur 
of protection to th 
of the foot—not merely th 
o to the instep against hazards 


ng or flying objects, or 


utmost pro 

i ection and comfort come with the leg-contour 
. e Sanke F . . ria 
Circle No. 109 on reader service card shaped Sankey bre shin guard h 
¢ Fibre knee-shin guard (right) pro 
ble knee movement 

4 NEW <«<afety education tool for the gas and shin hazards 
ndustry | | 


as been introd 
American Gas Assoc. It consis 
satety “flipcharts” 


vides flex- 
on jobs with both knee 


For more information write today 


ELLWOOD SAFETY APPLIANCE CO. 


225 SIXTH ST., OH, ELLWOOD CITY, PA 


containing 














Circle No. 28 on reader service card for more information 
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to} Rit 
1a 4 —h-} og 8} 5 


ed go) o) C1 a F-3 


. with the 


RK-4 
HYDRAULIC 


RESCUE KIT 


You'll get the most out of every life- 
saving second working with the P-F 
RK-4 Hydraulic Rescue Kit. It’s faster 

.not only for highway accident work, 
but for train and plane wrecks, col- 
lapsed buildings, cave-ins, industrial ac- 
cidents — any emergency. This compact 
$1-piece kit includes fast-action 15 ton 
hydraulic jack and 48 versatile attach- 
ments, each designed to do its job with 
maximum speed and efficiency. A “posi- 
tive action” kit . . . thoroughly depend- 
able whenever speed means life. Mail 
coupon for details. 


H. K. PORTER, INC. 
SOMERVILLE 43, MASS 
Please send me Rescue Kit Folder 


NAME 
COMPANY 
ADDRESS 


CITY STATE 
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NEW PRODUCTS 


continued trom 





Circle No. 110 on reader service card 


“SUPER-CLEAR” 


Circle No. 111 on reader service card 


COMPLETE 


Circle Ne 112 on reader service card 


AN OVERHEAD crane pat kage 
available includes two truck fra 


ur crane trolleys complete 


nd fittings. The kit is suited for crane 
assemblies with capacities of under 4000 
pounds and spans up to 30 feet he Ur 

Kit crane may be used for light duty 


needs or te fill emergency handling re 





WITH 
PATENTED 


Faee-up ACTION 


PERFECT FOR: 
SHIP - BRIDGE 
DI Ol Ol Gi iela <-145 


»n aN and for, all 


who work on 
or near’ water. 


Only 
Gentex 
turns the 
wearer face up, 
at an angle clear 
of the water...even if 
unconscious. Exclusive 
plastic foam construction af 
can’t waterlog or deteriorate — 
exceeds all requirements for per- 
manent buoyancy. Designed for free 
and easy arm movement, holds 
securely in place with adjustable 
straps. Withstands hard use, needs 
no special care, can be washed or 
dry-cleaned 
¥ GENERAL TEXTILE MILLS, INC. 
suTek 450 Seventh Ave. Dept.H1 
wy New York 1, N.Y 
EXPORT DIVISION: GENTEX INTERNATIONAL, IN 
450 Seventh Ave., N.Y. 1, N.Y 
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Becker Crane & Convevor Ce 











ray. re ar reer 







Circle No. 114 on reader service 


ariregetl PO-GET-AT 


I ‘ 
pia S 











Circle No. 115 on reader service 









“HYDAPIPE,” 






















quirements. The product is manut 
} 


Hilboy, Hillyard ¢ 


Circle No, 113 on reader service card 


card 


card 
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the VERY BEST eye protection FOR LESS 


EYEGARD SAFETY PRODUCTS 
— VISTA-VIEW Goggles... 


All purpose clear plastic goggles, contour shaped for 
" » snug, comfortable fit. Large size frame fits easily over 
EI 











the newest and largest prescription glasses. Hundreds 
of air passages for ventilation ore so designed that 
they prevent flying particles, eliminate fogging. Lens 
is made of optically correct, shatterproof, impact re- 
sisting plastic . . . no metal rivets or fasteners. Clear, 
wide-angle vision. 


OPTICALLY PERFECT 
Premium Quality ony 
LENSES AND PLATES 


EYEGARD Lenses and Welders’ Plates are made with the same painstaking 
care and accuracy as the finest optical lenses for prescription use. They 
Gre ground ond polished by experts with years of experience, to eliminate 
distortion and assure perfect vision, yet they ore low in cost. Standard 
Size and Large Vision (4'/,." x 5'/,") plotes and all types of lenses avail- 
able. Immediate delivery. 






Write for Prices and Literature 

AMERICAN INDUSTRIAL SAFETY EQUIPMENT CO. 
3507 LAKESIDE AVENUE . CLEVELAND 14, OQHIO 
Division of The Burdett Oxygen Co., Cleveland, Ohio 














My eyes! My face! Provide instant 


relief with... HAW 


EMERGENCY EYE and 
FACE WASH FOUNTAINS 


Eye and face hazards are inevitable in 
industry 













take positive steps to reduce the 
extent of injury and minimize insurance claims 


HAWS Emergency Eye and Face Wash Fountains 
















contaminated areas with water — instantly 
ridding face and eyes of caustics, chemicals and dan 
jerous particles. This instant relief may well pre 
vent permanent damage — bridging the gap until 
aid safety — HAWS 


Fountains and Drench Showers 





arrives. Insta extra 








>rgenc 
g y 











Write today for detailed infor 
on the complete HAWS 
Tips line of emergency facilities. HAWS 
DRINKING FAUCET COMPANY, 1443 
Fourth Street, Berkeley 10, Calif 







mation 


7 
tke 







ned twin fountain head 
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ews P ANNOUNCING 


Magcoa continued from page 45 MEW 
oO 
MaGnesiUm aT 7 2 benl fo 
viping is enclosed i a full chromed 
Dockboards Der unie ane aocaibiece The i N + . 
paratus is easily installed, Symmons’ WITH AIR - PAK 


spokesmen have indicated. 
































Circle No. 116 on reader service card 


Lightest “HEAD SNUGGERS” for outdoor work- 


ers, manufactured by Kennedy-Ingalls, 


Inc. afford warmth and wind protection 


weight Snuggers may be worn with all popular 
\ 








WHEELER 
FIRE KING 
No. 47814 


Design patented 
ond trademark 
registered 


Easy 
to 
handle makes of hard hats. Various models are 


available, among them, one of 





thickness, and another of especially 
veloped knitted cotton fleece. The latter 


inew economy model 


sq est te use Circle No. 117 on reader service card 
. *Helps you avoid 


VY Safety from strains—the lightest | <\yipARY NAPKINS in lipstick-iz the most disastrous 


metal available tubes. for use in dispensing machines it consequences of fire 


women est rooms, are be ng onere DY 
Safety hand holds—no crushed wrasse Ses agate The new Wheeler FIRE KING! Far 
fingers . by au 


superior to any other rescue equipment, 
the FIRE KING utilizes light alumia- 
Safety from all board slippage with | °°! — s. Dispensing equipment is als ized asbestos for maximum heat reflec- 
ee bea wvallable tion and mobility. The efficient Score 
new locking device Circle No, 118 on reader service card Air Pak breathing unit, provides cool 
Safety curbs to prevent accidents air (not oxygen) on demand. The _— 
KING is ready for use in seconds... is 
Safety tread plate insures traction PACKAGED carbon dioxids tems are easy to use...and fits all average size 
. ; men (5‘8” to 6'2' ). Cylinder capacit 
Safety engineered to your require- wa provides for 15 minutes constant week 
ments sc a inside the suit — at extreme exertion. 
Bullard hard hat built-in for added 
protection. 


For full details And the cost? Well within the budget 
use th of any fire services or institutions. Don’t 

se the coupon below. be without this valuable form of fire 
insurance for another day. Order from 


our jobber or write direct. DO IT 
MAGNESIUM COMPANY | NOW! 
OF AMERICA Materials Handling Div. fd 


East Chicago 7, Indiana 


ire pat kaged under completely 


*6,300 human lives lost through fire 
in 1954—countless horses and live- 


Representatives in principal cities stock—=millions in property. 


|] Please send special Dockboard File 
and news on new safety lock 





WHEELER PROTECTIVE APPAREL, INC. 


228 West Huron Street 
Chicago 10, Illinois 


WHEELER 
i] WHEELER 


one or more carbon dioxide cylinders, More Safety per Dollar 
rate-ol-temperature-rise fire detectors with 


a 1957, Magnesium Company of America connector tubing, automatic control and 


Nome and Title 


| 
i 
ee ee ee ee 

















Circle No, 34 on reader service card Circle No, 35 on reader service card 
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discharge heads with a manual actuating 
device. Multijet discharge nozzles, cylin 
der supporting frame The packa 


tems will protect rooms from 140 to 


ubie teet, according to the manuta 


Circle No. 119 on reader service cord 


LACE.-to0-tor support 
line 


Chippe 


Circle No. 120 card 


DOR-GARDs 


Circle No. 121 on reader service card 


PLC-CUP 


Circle No. 122 on reader service card 


VOLTAGE FLUCTUATIONS 
change volt > and ground po 
ive alwavs been a problen 


phase power n \ new 


continued or 





Safety 


is our 


business <_ 
al 


—__| 

















Multiply this 


ductions of up to 98% 
cidents Becaus -EGGE 
go up to 75% 
slip requirements. 
Slip-Meter tests 
as 4% loss of 
enace in the country 16 weeks 
big b 


th business. It’s our 


e EG m afety 18 a 

has provided slig business. Wouldn't you be wise 
, Cleaners and Seals < with to learn how Lecce Safety Main- 
Safety Floor Maintenance program nance can protect you against ac- 
for leading structures fron ast t ents—and save you money, too? 
coast. These buildings report r ‘lip the coupon today, please. 


r 2 le lo 
For I Gecaces, 


j 





WALTER G. LEGGE CO., INC. steer: 


i 
Walter G. Legge Company, Inc. 
101 Park Ave., New York 17, N. Y. 


Dept. @)-12 
101 Park Ave., 
Neu York 17, N, Y, 


Branch offices 











| hove_____§ecsq. ft. of __..____ (composition). 
Show me how LEGGE can cut my maintenance costs 
No cbligction to me. 


Name 
Firm 


In Toronto— 


J. W. Turner Co, 


Address 


1 
' 

1 

" 

1 

1 

1 

. *,* ! 

in principal cities, ! 
1 

i 

' 

) 

i 

i 

i 


City = conieonahan ae  ccctiond 


“ses eee eee eee eee ee eee ee eee oe 
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fically designed protect 
t. Their many outstanding fea- 


tures and unusual comfort have earned them 


t 


scien 
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top preference in industry. 





DOCKSON’S complete line of goggles offers 
at minimum cos 


the finest, 


ECTION—TRUE COMFORT—TOP VALUE 


PROT 


Write for complete cat- 


alog and name of your 
nearest distributor. 
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NEW PRODUCTS 


continued from page 
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tector 


developed by Principle 
Development Co. (the PRD-C57 
electrical device 

alarms whi 

lore they can 


Circle No. 123 on reader service card 


DRUM-KARRIER, a product 
Mfg 


Co., secures standard stee¢ 


monorail or crane 
for hoisting with chain block. The 


may also be 


lor transport by 


used for mixing or 


ing drum contents 


Circle No. 124 on reader service cord 


ASBESTOLUX, a ne 


board 


w kind of | 
marketed b 
American Asbestos Corp. resists 


1 
now peing 


rot. mold, or vermin The 


lightweight, vet durable It 
insulator of heat and electri 

| for building construction and } 
nee in refineries 
c ectrical, eles 


its. Manuf 
Ltd 


and in paint 
and 100 


1 bv Cape 


tronic, 


acture 


Circle No. 250 on reader service card 


STAIR TREADS of full molded ru 
1 by Superior Rubber Mfg 
includes “No Trax C} 


Weight” series. Tre 


are offere 
This line 
and “Bantam 
lesigned to 


combine durabi 


tractiveness. 
Circle No. 251 on reader service card 


& NEW concept in 
is embodied within the 


of Automatic 


fork lilt truck des 
Elbolift, prod 
Transportation Co 


Yale & Mig lo 


with a capacity rar 


of the 
Elbolift. 
12.000 to 


*10n Towne 
g ot 
. , : 

20,000 pounds, can lift 
rials 10 feet without a mast, thus al 


ing greater visibility. The electrica 


powered vehicle has 
18”. 16”-wide 


distribution. 


in over-all width 


tires provide excellent lo 


Circle No. 252 no reader service card 
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WE MAKE THE MOST 
COMPLETE LINE OF 
ALUMINUM SAFETY 
PLIERS AND TONGS 
AVAILABLE — 

CUSTOM STYLES TO YOUR 
REQUIREMENTS 
Specializing for the past 10 years 
makes us qualified— 

Ask For Catalog +1056 
CALL YOUR SAFETY SUPPLIER 

FOR ASSISTANCE 


OSBORN cor. so: 


Manufacturing Corp. 


P.O. Box 167 Warsaw, Indiana 




















NEW, EASY, CONVENIENT! 


FOILLE” 


Ps 


f 


FIRST AID 
SPRAY 


Effective 
Relief 
. 
Aids Healing 
. 
Guards Against 


Infection 


Order Now 


FROM YOUR 
FIRST AID 
SUPPLIER 


ANTISEPTIC © ANALGESIC 


CARBISULPHOIL 
DALLAS, TEXAS 


co. 
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NAMES IN THE NEWS 


people © companies « as: 


The Pioneer Rubber Co., W 


() 


i> i i Wiig owne 
as, Texas. Initial operations 
rm, The Pioneer Rubber 


Co. of Texas, already ar inder w 


Federal Sign & Signal Corp., ‘ 


} enlarged its operationa 


MANUFACTURERS: pany’s 
eric M 


Baltimore, Md., Dr. Fred- ; ' iladelphia a "pad 
Reese, president o che Maryla ert ts of Broadway Mainte- 


Three promotions within its satety or the Preventic 


~ ‘ 


ce 0 Phi eipnia, In ir 
partment were announced recently th. nance 4 I 


concern Ww 


‘ ‘ , honored B LeCter OF Ce C. F lectric Sign Co. were 
Diamond Alkali Co., Painesville, Ohio - . _ was rye Eee 
They involved William F. Parson, ap nched } hm oma es mis 


r 
pointed staff assistant in industrial rela 


tions; John Fedak, now assistant super where ve 1 ere ar Charleston Rubber Co. 
visor; and Kenneth Boone, safety as undertaken a pl 
I expansion program 


s. (Lost of the project 


to Nationa! Safety Co excess of $100,000 


-S. Rubber Company’s as been 


plant topped ire in demand 
performance ring 1956 — 
AM asse’ | t . 833 At its 12 Annual Safety Cx ; 
hours without a | n cid i the Connecticut Safety Society 
period of August 4, 35, ary ferred a certificate of award on Bridge- 
port Industrial Products, _Ine., 

ig Conr he firn } 

Du Pont’s Construction Division, r 
which employs upwards of 10,000 people a ite onl 


recently completed 8.000.000 injury 


man-hours during the year ending Jun Edmont Mfg. Co., Cos! 
This marks the second enlarge ! 


aporat 


nd s«t 
1 storehouse 


Mobil Oil Company’s P 
. ; 


acquisitl t W refiner [he three groups worked 
year without a _ lost-time ident sare-for I ‘ Havnes P 


succeede i in working a cor 
at lurir 1956 without a 


In recognition of Armco Steel Cor- 
poration’s sight conservation progran 


ident. The Paulsboro 


red 


. 
now in operation over a year in the on 





EXPANSION: 


Jomac, Inc., Philadelphia, Pa 
continues to enlar its marketing 
area with the acquisition of Jomac- 
North, Ine., Philadelphia, ar lev 
North-Jomac, Ltd., London, Er acture o e Joma 
iand The two new firms were estal Geoffrey K. W hite, 
t ollaboration with James rector of North-Joma 


North & Sons, Ltd., London. The 
move giv lomac a foothold 
opean, Australiar il Middl 


arkets, and according 


é 





Howard Colehower, — presid 
ac, Ine 
volves inve 


julpme nt 


White 
aware ¢ ie need f improved 


ment and hand protection tor 
try ind having been fa 
impressed h the materials rth 
tured by James North & S sh Isles 
decided the introduction of a es, Jomac, Inc.. | 
line of protective and wet-weat , | Charles H. Sawyer as sales 
ments and a superior coated glove wor safety eeve har vordit for North PVC products 


would allow Jomac, Inc.. to offer laré ne lampener extensive experience I 


more complete line to the industria le ed by Jomac, I and foul-weather cloth 
DoOs-= 


trade.” I ul 


The agreement between Jomac., Inc.. wable becat the Joma 


bi 


aving been president of 


Sawyer Safety Products Co 
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NAMES IN NEWS Formerly, Jennings had been a chemical E. M. 
operator for the firm. He succeeds N. J. 
continued from page 4 Wardell in the post. 


Joseph, publishing director, 
OccUPATIONAL HAzarps, and vice presi 
dent, Industrial Publishing Corp., ac- 
companied Wesley Elvin, Elvin First 

Mrs. Doris Wilson celebrated h Aid Supply Co., Minneapolis, on a heli 
tenth anniversary with Guardian Safety copter flight from Chicago to the Pala- 
jet: Cue D0 ta 2955 te leven fo 1954 Equipment Co., Los Angeles, with a Ill., plant of Sellstrom Mfg. Co. 





thu qualifvir for 1 National Safet party given in her honor by company 
ul > i aiit i = O ali tic i ‘ 
Council awar resident John W. Dee. Mrs. Wilson is 


fee manager. 


PEOPLE: The Wilson Rubber Co., Canton 
Jhio, honored veteran employees at re 
John T. Jennings has recently | ent ceremonies. Service awards com 
appointed safety supervisor of Polymer memorating the occasion were given mer 
Chemicals Division’s§ high density bers of the group by John W. Simmons, 
polyethylene plant in Baton Rouge the firm’s executive vice president 








. Elvin (right) 


ent National Safety Con- 
hicago. Sellstrom sponsored reg 
rlybird” service between Meigs 
wntown Chicago and its Pala 
arters, to acquaint customers 

as well as publishers) with 

ng methods The ompany 


ive evewea}’: 
Irving P. Hexter, president of In- 
dustrial Publishing Corp. and a vice 


f the American Heart Assoc., 
f three Gold Heart 


All Steel Ladder-Stands ee ae 
that handle so easily you 
might think they were made 
of aluminum! | 


A gentle push 

will guide an Alco-Lite 
Steel Ladder-Stand 
anywhere you want it 





Allen (left) . . Hexter (right) 
FREE CATALOG 


shows you why! 





ass > 


2. 
. 





il City I 
work of 14,300 volunteer 
$215.000 in les 
award was presented 
Allen, association 

1 Chicago on Octobe 


l to 12 Step Models Available Ihe distinguished safety achievement 
x award conferred annually by The Ameri- 
can Museum of Safety will go this 


flluminum Ladder Company sal drag 8a Saptone toe 


Foundation. Hall has been prominent in 
WORTHINGTON LITT PENNSYLVANIA the safety field for over 30 years. He in 
troduced the well-known “Save a Life” 
campaign in 1927, calling for state-wide 


periodic inspection of motor vehicles. 
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Could have been avoided with 
a little road courtesy 


Could have been avoided with 


' HANNAY wos: REEL 


if You Use Hose in Your Plant 


HANNAY: Hose Reels 
Will Promote SAFETY 


ng HANNAY Indust 

> Reels n vour p nt | 
HANNAY 

e Hose Ree 


... Greatest Name 
in Hose Reels 


< 


CLIFFORD B. HANNAY & SON, INC. 


Westerlo, N. Y. 


Circle No. 43 on reader service cord 


Roger L. Tenney, a mini 


Bureau of Mines Healt! 
tivit Duluth. Minr The 


J. Bruce Ayer was recent 


M. Sewreee & Son Co., Bost 
, ' Ch 
Aver 


Svste Va iwa wa 
I iy Robert McWhinnie 
Raymond E, Cooke, New Eng 


( 


Alden, 


1 George R. 


Reapy t ts of Everett R. 
Frank R. Barnako, a 


Luxemburger t 








eek 
| don't ‘skimp | 
on Safety... 


or gambie with your 


workers’ health 
Protect them with 


MOORE’S 
SOLVENTS 
ENGINEERED 
FOR SAFETY 


19 propucts 


especially formulated 
for your 
degreasing, maintenance 
and cleaning jobs 
Ask for information about 
PER-TROLENE M-2 
our ideal, all-around solvent 
for cleaning and degreasing 
metal parts, motors, generators 


a 


Write for full details 


JOHN B. MOORE CORP. 


DEPT. OC, NUTLEY 10, N. J. 
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WASHINGTON 


=y 
see e ee eo ee @ A 


finest quality COTS 


and STRETCHERS for 
emergency use 


= 


4 


$< "> 
9 


DEL 54-L ELEVATING COT 


< 
O 


See your jobber or 
write for FREE catalog. 


9 WASHINGTON 
Products Company 
Washington Court House, Ohio 
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INDUSTRIAL MEDICINE Medicines: The 


rush 


continued from page 1i 





tors, including 


frequently 


plant 


place more and more. But there’s a unable to 


limiting factor: the low budgets on 
which most public health services 
operate. Industry may find it worth- 


were 


public health services usually 


while to try to improve public health In industrial 


some areas, 
service as a matter of self-prote: 
tion; what the 


can’t afford, a public health servic 


individual plant 
manned by experts usually can pro 


vide. tree shots. 


to give 
Salk polio shots in 1956 was marked 
by a notable feature: private doc- 
physic ians. 
obtain 
enough vaccine to meet demands: 
had 
it. although there were exceptions. 
work- 
ers who could not be immunized by 
their plant medical departments Ol 
by their own family physicians ben- 
efited from public health offers of 


The reverse was true during the 
Asian flu this Many 
public health authorities com- 
plained bitterly that they were un- 


scare vear. 


able to buy enough vaccine to pro- 
tect thei staffs. let alone to 
protect any part of the public. At 
the same time, private physicians 


own 


and many industrial medical de- 
partments were able to secure vac- 
cine to satisfy all their needs: some 
plants had as many as 21,000 innoc- 
ulated within a month. 

In each case—Salk polio shots. 


Asian flu. shots—a public health 





SAFETY FIRST 
er) eae Zc) SIGNALS 


Are you using Paul Revere methods 

in your safety warnings? 

You have no time in an emergency 

to rush from place to place 

—afoot or on horseback, 

to say “the British are coming” 

or even a short exclamation like “danger”! 
—or ‘‘Fire”’ 


“A” SIREN 


Push a button 
and let sirens, horns or bells 
warn everyone instantly! 


Seconds save lives. +30 HORN 


You can use these same signals 
for start and dismissal, 

to locate key people 

and to perform many other 

time and money-saving services. 


Put the old horse out to pasture— 
go modern— 

with modern signals. 

Write for catalog #100 today. 


at 3 ®) 3 7 - SIGN 
and E-j[o, 7. 


8735 S. State St., Chicago 19, Ill. 
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Corporation 


problem that was also an industrial 
health problem was being solved. 
What one service could not do. the 
other could. 

In Oregon, the state health service 
cooperated with the Industrial Ac- 
cident up dis- 
trict schools for safety men. Health 
Department 


Commission to set 
physicians taught in- 
safety the 


ments of medicine 


dustrial directors rudi- 


industrial 





saree 


“I tightened up a vise on it while I 
was thinking.” 





at least, that the directors 
would have a better idea than they 
had health pro- 


grams. 


had about plant 
There will be more of this inter- 
mingling of industrial and public 


health work. 


there was very little of it: five vears 


Even five years ago 


in the future, it probably will be 
quite common. 


Data exchange: firms 
manufacture everything from coke 


Some 
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to rayon: others make rubber 
goods, chemicals. flooring: some 
produce glass, automobiles. forg 
ings. No matter how experienced. 
how well trained, a physician or a 
safety man is. he can’t keep up with 
the variety of hazards diversifica- 
tion like this presents. 


Nuclear energy and radioactive 
materials are no longer laboratory 
problems: thev’re right out in the 
production line. Physicians who 
now know how to splint broken 
arms and sew scalp wounds will 
have to start learning what to do 
when men have been exposed to ra- 
diation: safety men who know how 
to guard machines will have to learn 
how to protect workers against the 
dangers of cleaning up after “spills” 
of radioactive substances. 


Information about new hazards in 
industry can best be funneled 
through a central exchange. What 
one plant learns about the dangers 
of working with zirconium doesn't 
do another plant any good unless 
they can swap data and ideas. Pub- 
lic health services offer the best 

eans of making the swap. 


Here. in all likelihood. is one of 
the most important ways in which 
industrial medicine and hygiene will] 
advance: learning through trial and 
error, exchanging informatio 
through public health services and 


through their own private channels. 


Skills: As industrial work bh 
comes a problem more for techni 
cians than for day laborers. medi- 
cine will grow in importance. Why ? 
Because physicians must cooperate 
far more than they have cooperated 
in the past. with personnel and 
safety departments. They’ve co- 
operated well up to now: in the fu- 
ture. they must live like David and 
Jonathan. whose “souls were knit 
together.” 


What can this man do safely? Is 
his heart equal to the strain of his 
job? Does he have an allergic re- 
action to chemicals he must handle? 
Is his vision keen enough to let him 
work efficiently? Can he hear well 
enough to understand orders in the 
constantly increasing noise of mod- 
ern production? Is he an alco- 
holic? Does he have asthma, which 
may give him trouble in certain at- 
mospheres? 


continued on next page 
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WORKMEN’S COMPENSATION 
What is it...And What's Behind it? 


HAZARDS 


e Docket 


THE ONE BOOK that tells you the thinking behind 
WORKMEN’S COMPENSATION LAW. 


Actual Cases Actual Decisions 


One firm has already saved more than 
$20,000 from information contained in “565 
Industrial Compensation Decisions.” Its safety 
director told us that at the National Safety 
Congress in Chicago. He found our legal edi- 


tor’s outline of compensation law invaluable. 


“565 Industrial Compensation Decisions” discusses work- 
men’s compensation both in theory and practice. Some 
3.000 individual index listings cover almost every kind of 
industrial compensation case. You find many examples of 
court decisions to cases similar to your own. In non-legal 
language, the text covers more than 490 pages. 


MAIL THIS COUPON NOW! 


Book Dept., OCCUPATIONAL HAZARDS 
812 Huron Rd., Cleveland 15, Ohio 
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INDUSTRIAL MEDICINE 


continued from page 





Questions like these will have to 
be asked and answered by industrial 
physicians. The doctors will have 
to fit men into jobs for which the 
men are nervously, emotionally, 
physically suited; they'll have to 
reject or send to other work those 
men who aren't able to do safely 


the jobs they ve applied for. 


Some of this already 1s bei 4 


done. But, as American Public 
Health Association speakers said, 
“In the years ahead all the health 
and welfare professions will have to 
move down a road where there will 
be more education and less priestly 
mandate, more advice and less con 
trol, more consultation and less pre 
scription, more facts and fewer pr 


| 
nouncements. @ @ 
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INDUSTRY'S BIG BURN 


continued from pa 





iny plant water supply had been ar- 
ranged. Water from Pensacola 
ains was not available at either 
fire. and there was no rural fire de- 
yartment Loss in 1956: $542.500. 
At Pine Grove. Pennsylvania. 340 
people were thrown out of work 
when a leather manufacturing plant 
yurned. Insurance company recom- 
nendations apparently had heen ig 
ored. There were no fire walls: 
prinklers were confined to paint 
pray booths. although flammable 
icquer deposits were thick in many 
arts of the plant exhaust systems 
rent large enough to pull dust 
wav from buffing areas; standard 
ifety methods for storing and han- 
mmable liquids were con- 

ntly violated. When fire struck, 
spread through the mixture of 
ne, two. and_ three-story plant 
buildings with almost nothing to 

Y 


heck its speed. Loss: $1 million, 


- payroll for em- 


Future: When the final figures 
for this vear are available late in 
1958. will 1957 show up better than 
1956? There's small reason to sup- 
pose so. The fire record shows that 
North American industry has paid 
very little attention to fire safety in 
the past: it shows that losses have 
been steadily mounting in both dol- 
lars and numbers. 

The record of coming years can 
be improved only if industrial man- 
agements and fire prevention people 
will take that second, third, or 
fourth look at plant fire protection 
programs and then do something 
about them. Maybe industry needs 
more experiences like that of a 
heavy machinery manufacturer in 
Northern Ohio. 

[he executive vice president sat 
leaning back in his desk chair. Be- 
hind him stood a wastebasket. A 
visitor dropped a __ still-glowing 
match in the basket. Papers went 
“whoosh!” as they burst into flame. 
The v.p., in effect, got a hot foot in 
the rear. Today, the plant has a 
$50,000 automatic fire pump house 
and a fire prevention program that 
would be envied by many safety 
men in larger firms. @ @ 
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INDUSTRIAL SAFETY 
EQUIPMENT 


security designed 

for the job... 
its & Straps, Larmesses, 
Rope Safety Nets and 


xes insulated for 20,000 


surgeons. 
Available in 
All hardwar 


ATLAS SAFETY EQUIPMENT CO., INC. 


176 N. 10th St Brooklyn I!, N.Y 














INSULEATHER mitt. . . 


Astounding new special formula 
INSULEATHER mitt permits handling 
ot cherry red metal . . . Yet remains 
pliable, unaffected by heat. Outwears 
many pairs of asbestos mitts while 
providing more comfort and safety. 
Write today for free literature and 
prices. 
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ATTITUDES 





ing year will see more 
fields of satety covered in new 
ature with partic ular attent 
to specific small industri 
The Safety ( 


tee In the coming vear wil 


des Steering ¢ 
new safetv codes 

subjects. alor 

vision of other 

> birth of the Age 

brought with 


radioactive 


issistanc 


protection 
] r these materials.” I 
Fluker, superintendent, D 
Safety & Hygiene, Ohio Ir 


“ACCIDENT 


accurate for what they 


Statistics are 
measure Frequently. 


desirous 


people ire too 
certain types « f injury data t 
conclusions which are entire 
warranted on the basis of the 

“Con pensable work injuries 
not indicative of what anv partic 
lar safety program is accomplish- 
ing. As | see it. an injury reporting 
program for administrative purposes 
cannot be used to any great extent 
to reveal the ace omplishn ents of 
dustrial safety programs. 

“In order to check on the effe 
tiveness of the industrial safety pr 
grams, a special accident reporting 
method would have to be used. For 
this purpose, state safety contests 
seem to be the best method 

“The compensable work injury 
rate in Illinois indicates that the 
disabling injurv rate of the Bureau 
of Labor Statistics 


sample group of firms) substantially 


(based on a 


underestimates the number of all 
disabling injuries occurring in II] 
nois. We can only. therefore, draw 
the conclusion that the 


sample 


Bureau 
probably also underest 
mates the rate of all disabling in 
Esther 
Espenshade, chie} of division. Di- 
vision of Statistics & Research, [Il 
inois Department of Labor. @ @ 


juries for the nation.” 
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SELF-ADHERING 


GAUZTEX 


PREVENTION 
AND CURE 


ROTECTS AIDS IN HEALING 


Gauztex Industrial Tape 
Gauztex sticks to itself—not to 
you. The ideal protective cover- 
ing when your work deals with 
abrasives or sharp edges. Open 
mesh to allow skin to breathe 
adds to natural “‘feel.’’ The ad- 
herent adds to “‘grip.”’ Both add 
up to protection that speeds pro- 
duction. Availablein regular and 
oil resistant to meet job con- 
ditions. 


. Gauztex Sterile Bandage 
Eliminates painful pull, will not 
stick to hair, skin, or clothing. 
Saves time, makes a compact 
bandage even in hard-to-band- 
age places. Open gauze mesh 
allows the skin to breathe—heal 
faster. 


Here's all you do to protect and help heal. 





1. LOCK IT! 


—by overlapping 
and pressing 
together 














2. WRAP IT! 


—sticks to itself 
not to you. 














Send for FREE Sample 


General Bandages, Inc. 
531 Plymouth Court 
Chicago 5, Ill. Dept. H-12 
Please send sample roll and inform 
tion on: 
_ Gauztex Industrial Tape 
Gauztex Sterile Bandage 
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STOP 
ATHLETE'S 
FOOT 


ONOX’ 
SKIN-TOUGHENER 


Makes Disinfectants 
Obsolete 


Latest medical research supports 
ONOX Skin-Toughening method of 
preventing Athlete’s Foot. Used by 
over 70% of the largest manufac- 
turers in the U. S. 


y BUILDS RESISTANCE 


Onox toughens shoe-softened skin. 
Restores skin’s natural resistance to 
fungus attack. 


y EASILY APPLIED 


Soft sponge pad forces Onox be- 
tween toes where most needed. No 
stumbling hazard (total height: 


1%”). 
/ SANITARY 


Bacteria can not live in Onox. 


TRIAL 
OFFER 








Order what you need 
Pay nothing unless fully 
satisfied after GO days 


ONOX, INC. 


DEPT. O f21 secon STREET 








SAN FRANCISCO 5, CALIFORNIA . 
Warehouses: BROOKLYN@KLEVELAND . 


NEW ORLEANS - NEWARK, CALIF. 
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SAFETY MEN 





sand press accidents revealed that 
one-fourth of them involved ma- 
chines that were not properly 
guarded. Salesmen for machin 
tool manufacturers have told us 
many times that their customers 
have bought machines’ without 
guards—even when guards wert 
offered—rather than pay the extra 
cost. Yet it’s far more expensive to 
put a guard on a machine after it’s 
built than it is to install it as origi 
nal equipment. 

These purchasers have been kid 
ding themselves. Theyre risking 
$5,000 compensation claims to save 
5% or 10% on $5.000 machines. 
They're 


production losses. losses of skilled 


risking material losses. 


help—-and as the years pass, skilled 
help will be much more in demand. 

So one of the big jobs facing 
safety men in the future will be that 
of persuading original equipment 
manufacturers and their customers 
to make suitable machine guards a 
normal part of production tools. 


Time was when automobile bump- 
ers were “extras,” at substantially 
more money than directional sig- 
nals cost today; now, bumpers are 
standard. So it must be with ma- 
chine tools: guards must become 
standard, not accessory, equipment. 
It’s up to safety men to talk manage- 
ments of users and manufacturers 
into treating guards as standard. 

Remem- 
ber Markey’s statement that preven- 


Phat’s only an example. 


tion reaches into processes, plant 
design, methods. As automation 
moves on to bigger things, hazards 
will change: as nuclear energy takes 
over some power production, and 
as radioactive materials play a 
greater role in manufacturing and 
research, dangers to health will al- 
ter. The safety man needs to antici- 
pate those changes: he can’t wait 
He has to broad- 
en his abilities and his influence. © @ 


for them to come. 

















Eliminate traffic accidents 
at blind corners inside and 
outside your plant—Also 
at loading platforms! 


¢- 
— ee 
~—< 
a 


edit 


Write for Folder and Prices 


or see your local Safety Distributor. 
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COMPENSATION 


continued from page 20 





Codes: Within the last two or 
three months, Virginia has called 
for revision of its state-sponsored in 
dustrial safety codes. New York 
has been writing revisions to its 
Florida has 


begun setting up codes under a re- 


codes for two years. 


cent revision of its compensation 
act. The three states are typical 
the same performance is going on 
in many places. 

What does it mean for the safety 
man? 

First, it means he won't be on his 
own as he often has been in the 
past. He'll have the authority of 
state codes that are reasonably up- 








Industrial Accident Prevention Assoc. phot 


FOOTSTEPS to safety stood out in 
this two-language display set up by 
Plant 59, Continental Can Company 
of Canada, Ltd., Montreal, Quebec. 
Each step represented one month of 
the year; the man at the top was 
“Mr. 59.° Record of disabling in- 
juries in any month appeared on the 
dummy’s body. A sign beside the 
stairs read, “Let us keep him whole 
by keeping ourselves safe.” 





to-date and that carry the power of 
law. when he tells his management 
that this guard is needed or that 
process must be revamped. Man- 
agement may rebel at the expense; 
but unless it wants to face heavy 
daily fines, it will have to go along. 

Second, it means he'll have to 
learn more. In the past, he’s been 
pretty free to decide what gimmick 
would protect workers against this 
hazard or that hazard. In the future, 


as codes stiffen. he'll find himself ire observed That will be 
being told (as he is already, in states due, not only to possible fines or 
like New York and Pennsylvania 
to use only state-approved equip pany, but to laws (which a few 
He'll have to know the codes 
thoroughly to keep himself and his 
out of trouble. 


Third, it may mean that enfores while they're violating safety regu- 


or else. 
even close-down orders to his com- 
ment. states already have) that will sub 
stantially reduce compensation pay- 
company 


ments to employees who are hurt 


ment will enter more strongly int: itions. 
his work than it has entered in the ( 
past. B. C. (Before Codes). he 

could wait for education and experi been largely advisory, and in many 
forgotten. The 
new order is putting a bite in them 


odes have existed. of course. for 


ng time: but up to now thev ve 


ence to put the pressure 01 fore states practic ally 


men and workers to use safeguards 
and safe 


practices: now. he wil il d the bite is going to increase. 


have to see that code requirements not lose. its strength. © ®@ 








Power failure and sudden darkness bring 


PAINFUL INJURY 


... but Exide Lightguards* go on automatically when lights go out 
—prevent sudden darkness. They protect you against the risk of 
injuries. Plug into your regular outlets. Built-in automatic charger. 
Batteries last for years. Choose from four models. Send coupon today. 


trademark of The Electric Storage B:ttery Co., Reg. U.S. Pat. Off 


BE SAFE— MAIL COUPON NOW 


pS 


The Electric Storage Battery Company, Phila. 19, Pa 


e eta portable Exide Lightg 


. 
i 


U oe 
Circle No, 53 on reader service card for more information 
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FLEXIBLE 


WORK GLOVE 
Best in Any Weathce:! 


Completely flexible ... in torrid 
heat or zero cold 
Tough coating .. . long wear 
Seamless palm for greater comfort 
Outstanding grip quality 

Flame resistant . . 
combustion 


. will not support 


Resists abrasion, oil 
alkalis 


grease, acids 


Complete line of coated gloves and aprons 


ARCADIA MFG. CO. 


1081 Eton Ave. © Phone Midwest 4-3300 
Birmingham, Michigan 





SAFETY TOOL 
HOLDER 
(chisel grip) 


Sar 


Especially designed for steel 
stamps, star drills, punches, 
chisels and hand tools. 
Safe-Hi Chisel Grips offer 
new protection against 
smashed fingers and hands. 
Available in both one and 
two man models. May also be 
obtained in spark - resistant 


metals. 
Your safety equipment dealer will 
you full information 


give 
or write to 





ROSE MANUFACTURING CO. 


DENVER 
2700 W. Barberry Place 
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Shorticles for 
Safety Men 


Parties: 
traceable to Christmas parties were 
covered by OccUPATIONAL HAZARDS 
in November 1954 (“Watch That 

Party—It’s Compen- 
Now. a new 


costs 


Compensation 


Christmas 
sable!”). hazard has 
arisen for employers who sponsor 
these affairs. 

Circuit Judge Harry M. Fisher, 
Chicago, has held that parties are 
intended to promote employee good 
will. the benefits 
from that good will, party sponsors 
may be held liable for 
under the Illinois Dram Shop Act. 

Judge Fisher’s ruling was made 
at a hearing on behalf of a worker 
who was thrown down stairs during 


Since company 


damages 


a fight at his employer’s Christmas 
party. The worker has asked $105.- 
000 in damages for his injuries. 


Fire code: A 
covering “Inspection, Maintenance, 
and Protection of Standpipe and 
Inside Hose Systems” has been pre- 


new safety code 


pared by the Fire Equipment Manu- 
facturers’ Association. which repre- 
sents most of the major producers 
of industrial fire-fighting aids. 

71 he ( ode 


quest 


copies are free on re- 
points to the standpipe sVs- 
tem as “the only reliable means of 
obtaining effective fire streams in 
the fastest 


upper stories of plants are involved. 


time.” espet ially when 
It provides instructions for inspec- 
tion of standpipe and inside hose 


for 


hose. ( ouplings. 


systems, and maintenance of 
nozzles. and play- 


pipes. 


Bills: Advertising. in the form 
of quarterly bills, has paid off for 
the safety program of the Philadel- 
phia Naval Aviation Supply Depot. 

The safety division prepares bills 
for all supervisors in whose area an 
Bills 


time 


accident or an injury occurs. 


include costs of employee 
supervisory time, medical care, in- 
vestigation, material damage, and 
sundries: these costs are itemized 
in every case. 

First aid cases are represented 
by what the 
“the average cost for the case.” In 


other billing 


safety division calls 


types of accidents, 


Circle No. 56 on reader service card 








MAKE YOUR 
FANS SAFER! 


PROTECT WORKERS 
FROM INJURY 


This fan guard prevents hand, arm 
and head injuries. Made of a mesh 
fabric t is washable, mildewproof 
non-static and won't interfere with the 
normal flow of air 

Cover protects back and sides of 
fan as well as the front 


Immediate delivery. Write to 


ROCHESTER 


Safety Equipment Co., Inc. 
83 Howell St. © Rochester 7, N.Y. 

















a 
Keep your eyes open... 


WHEN IT COMES TO ——<= 


- | ie 
TECT, NC< 


si 
————— 


SAFETY SOLVENTS 


MOST COMPLETE LINE IN 
AMERICA 
VYTHENE*—finest general purpose sol 


ant in eo tada 
VOT Ust LWUdY 


VYTHENE D*—=modified form of Vythene 
TECSOLV 919—for electrical cleaning 


PLUS—35 other safety solvents for the 
widest variety of industrial cleaning 
32 Distribution T 
Points 

Write for Free 
Samples and 
Information 


Mork 


DUMONT 
NEW JERSEY 
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estimates are set as accurately as rate not less than $150,000 


per problems raised in determining 
available information permits. 


thousand kilowatts of thermal ene 


The first quarter the system was gy, with minimum protection 


used (it was introduced early in $250,000 


ore comprehensive regulations for 
future 

Under the Atomic Energy Act of 

this basis, a reactor produ 1954. the ¢ 

$5,020.28 The second quarter, ing 100,000 kilowatts of electricit t 


1957). billing showed a total of On ommission will pay 
P costs up to $500 million for each 
billing dropped to $4,164.50. Dis- about 400,000 thermal kilowatts eact 


accident against claims 
abling injuries were cut by two 


will need $60 million in protectior which exceed the 


thirds. fork truck accidents by half: Many 


there were seven fewer first aid 


amount of finan- 


reactors arent used to protection required of a re- 


erate electricity: so the therma ctor operator by AEC rules. 


nt 


cases ne 


Eyes: “Louis Still Sees and i! (aia FOR VALUABLE REFERENCE DATA 
Smiles” was the way D. M. Var 
Wegen. safety director. Stauffer 
Chemical ¢ ompany, Chauncey, New 


York. headlined a poster he made 





up with the accompanying photo- 
graph 

“Louis Hoge, Stauffer employee 
at Perry. Ohio. really knows that 


safety precautions pay.” read the 


A 


It’s easy to Fight 
the Noise Hazard with ’ 
the Scott Portable Sound Meter — 


Louis Hoge 
goggles saved his vision. 
Important features of the H. H. Scott 410-C Sound Level Meter: 


py “Hj fet 7 - r ft @ Fiashlight-size and battery power make it ideal for sound survey use 
opy. S si ' oggie instrument, designed for po! 


saved his evesight. 


poste! 
@ Meets all applicable standards of the American Standards Association 

“He was draining residue from 
liquid sulfur settling tank into 
wheelbarrow. The sulfur blew 


@ Rugged sud- minature construction insures years of trouble-free service. 


@ Winner of the Electrical Manufacturing Award for outstanding achievement ia 
product design 


it 
out 


, , I ! earn ¢ pera @ Designed for use with the H. H. Scott portable sound analyzer when detailed analy- 
suddenly and splashed into his face it in five minutes. sis of noise is required 
“The goggles saved Louis’ eves: 


his only injury was superficial Send Coupon! Learn How the 
burns on the face and neck.” 
Scott Sound Meter Can Help You! 
Atoms: Temporary regulations 


; : * : @eeeeeacaoaoeoeeo eee ee2ee0e0808 
based on a bill signed by President e 
Eisenhower September Zz, isi, H. H. SCOTT, Dept 0-10 

; 385 Putnam Avenue, Camonoge, Massachusetts 
have been laid down by the Atomic 
Energ: Commission to govern the ———= —_— nd 


Send me complete information on Scott Sound 
“er vel eterc an r, lyzere an 3 . TT. 
amount of insurance that must be Level Meter and Analyzers and your FREE 
i Export == Pelesto International, booklet ““NOISE SIMPLIFIED. 

maintained by those who may have 6 W, 44th St., New York City. 
Cable Code: TELESCOMM 

P . Address 
The new regulations require pres- F 


: Name Firm Name 
reactor accidents. 


ent he Iders of reactor licenses to City , cone State. . 
have “financial protection” at a 





@eeeeeaoeaoeaceaeoeoeoeeeeoeeaeeeeeee08606806868 
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IS IT FAIR? 


rc | 


/ 


a case from the files of 


The\ American Arbitration Association 


f oN 


, EE, Wee 








IT 1954, a freight elevator opera- wasnt enough light work to keep 
tor at a steel plant began com- him busy. 
plaining about pains in his back. New job: The arbitrator strad- 

The man was sent to a hospital dled the fence. He concluded that 
and released as “improved” after a the company had had no choice but 
few weeks; but the doctor told the to drop the worker from the muni- 
company that he had “an unstable tions handling crew, since he wasn’t 
type of back” and that he was likely physically able to do the job. The 
to have trouble again. company would have been “remiss 

So the steel mill took him off in its obligation” if it had insisted 
elevator operation (which often de- that the man stay on that crew. 
manded that he help lift heavy Nevertheless, the steel mill hadn’t 
loads) and put him on a gang of made a serious effort to find an- 
munitions handlers. other light job for the man. 

\ couple of years later. however. peer lude,” the arbitrator de- 
work fell off. The plant had to cut “1d, “that the aggrieved shall be 
restored to such light work as he 
may now be entitled to” on the basis 
of standards outlined in the labor 
contract. “and that he shall be re- 
imbursed in the amount of four 
weeks’ pay at the rate he received 
every kind of labor and that there as an ammunition handler.” @ © 


ELIMINATE ; ANEW LOOK 


AT WELDING 


THE HAZARDS |F Minow: = 


of shock, glass splinters 
LOW COST 


and sparks from broken i) | SPARK-FLASH PROTECTION 
bulbs eee by specifying McGILL@ , WITH 


Vaporproof Portable Guards. They a | 
offer positive protection where port- P | ‘zm 
able lighting must be watertight, mois- ; 
ture-proof and dust-tight—ideal where 


the munitions handling crew t 
three men. Paying no attention t 
the man’s seniority, the company 
laid him off, saying that it now was 


necessary for every handler to do 








there is danger of fire. The heat and Spa-Fla is the modern, low cost way to pro- 

. : : j ” . tect personnel and property from sparks, = 
impact resistant globe is 3/16” thick splash, torch, hot chips, and flying ab- Durable, heavy 
° eae Ried - ” weig cover wi 
and seals in a silicone rubber gasket ee ade eee Prine pg etd welded galvanized 

' £8 ir - 
against the molded phenolic handle to ; ing repair jobs in production areas. Can- wire insert. 

. not be replaced in your own shop at double the price! UL approved fire, 
guard the 50 watt rough service bulb. Standard models made from UL Approved yellow safe- water, mildew re- 
The heavy duty cage of zinc-plated Benin Tee ke cation kaas detaadine, Cae sistant finish. 
steel wire is provided with 2” open TEX heavy-duty brown vinyl, and WELD-TEX neo- Rolls up for easy 

7 prene-coated yellow glass fabric. portability from 
hook. Models for 100-W bulbs and TRY THESE OTHER PROTECTIVE PRODUCTS job to job. 
fibre or brass wire cages available. Frommelt also designs and manufactures a complet: Sets up anywhere 
- a line of other safety products including welding cur- ...$tands alone. 
Where safety is first, this is the best in tains. protective covers, asbestos heat curtains, and ; 

iv able lighting ilable aluminum-coated RAY-TEX welding blankets, radi- Forms in any pos- 
protective portable lighting available. ant heat curtains, fire and insulating blankets, and ition around job. 
portable room partitions. 

Available from your electrical wholesalers 


aaanttly 
< eRUNY 
FROMMELT INDUSTRIES 
McGILL MANUFACTURING CO., INC. DUBUQUE, IOWA 


650 No. Campbell Street Valparaiso, Indiana A Name to Remember For Approved Safety Products. 
Circle No. 59 on reader service card 


WRITE FOR FREE CATALOG 
Fabric samples available on request. 
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_ Face the facts of hydraulic fluid fire dangers 


Pp in your plant...it may shock you! 


i 
ee ee 








HYDRAULIC FLUID SUR =~ 


t | | | 


i 








’ didi eteidal DISTANCE | 
5 | IDENTITY 

: FLUID T 

USING o | FIRE 


NOW IGNITION | OF 
IGNITION 


E HYDRAULIC 
G USED SOURCE, 


fee’, UNIT(S) 
——— FEET 


HAZARD 


RATING : 
SOURCE 











| 
e | | | 
fom | i ; 
TWA 24 ca57 | perroLeum olen 
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' 4 METAL & 
| MACHINE OIL | BS Peat EXTREME 























| \ 
| a | | 
STAN/U/4S- | “ + ) no 
PETROLEUM | HOT DIE & 
mm 727C4" OL. | J! \ "Gas ders | EXTREME 
CESS | 


' 
ee eee een’ oo a — - —_-, - > eet ‘ ” 7 p , a by 
a i ; 


Write today for your free HYDRAULIC FLUID SURVEY SHEET! 


Industries big and not so big are using F-9 the only fire-resistant hydr Pydraul F 


> 4 il A ‘ , the J st ay 4 , = 
7 1 1 : j aq licted lindor Mt? UNE 

this easy-to-follow Hydraulic Fluid Sur- fluid listed by Underwriters’ | ratories — sation 

a : LiulG I ADS na y l i ei tor Lab. Fror thy L ho oo 56, 
vey sheet to make realistic appraisals rd: “The f } } “y & 

: ; Ease y nd about hydraulie f e service card: “The fir y G 
of the degree of risk they run using flam- scissile eccrine cs EE P é rated < to n a <" \" 
mable hydraulie fluids in the vicinity of langers by using the Hydraulic Fluid Sur- ‘seapanionpt th Underwriters “ 
an ignition source. vey sheet to measure and rate your risks ( Soatian . hich Ether %, ~ RS 

. - 7, 
7 , Install Pydraul F-9 where it is needed to rat Gasoline rates 90-100 Leng. 8 

Where costly equipment and personnel | on : 
ire endangered, progressive hydraulics ““P: : ——— ene (100° F. h) rates 30-4 
operators switch to fire-resistant Pydraul Use the coupon below... there’s no obligation. 1 Paraffin Oil rates 10-20 


Organic Chemicals Division, Dept. 1-73 
MONSANTO CHEMICAL COMPANY 
800 N. 12th Blvd., St. Lou 


NOS 





Where Creative Chemistry Works Wonders For You 
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STOP yl DEEsicn for 
SCREW 


MACHINE INDUSTRI L BELTS 
N 





Equally efficient for round, 
hex, square or irregular 
shaped stock 








Easily installed — long- 
wearing — low cost 





Raise employee mo- Single Spindle Bas equipped 
rale, reduce fatigue, im- with C-T Silent Stock Tube 
prove efficiency and increase 
production by installing C-T 
Silent Stock Tubes — the 
most efficient bar stock noise 
eliminators ever developed. 

C-T Silent Stock Tubes pay 

for themSelves many times ; 

over. Offered as standard BP, : The new MILLER Circle Industrial DEE 

or optional equipment on cae (MCID), together with the MILLER overlapping 

leading multiple spindle al snap, now eliminates all snap “‘roll-out™ hazards 

automatics. C-T Silent Stock Tubes and makes it possible to snap direct to the Dee. 
on 8 Spindle Conomatic There is no need to loop the rope or splice the 


Write for details and prices lanyard to the Dee—ask for complete details. 


‘ WRITE DEPARTMENT 357 
CORLETT-TURNER CO. | %& (MeL cx ccurmenr comoan, we 
is mag se. Franklin Park, lil. in Conada ares tayy 











PREVENT 
OVERLOADING sj immediately extinguished... 


HOISTS & a with 
) BB SIPCO DUNKING STATIONS 


Fire hazards from smoking are 
a problem everywhere <MOK 


Stop fires before they stort 6000 Ep. 
with SIPCO DUNKING 
i on STATIONS. Heavy CAST 
ALUMINUM CANISTERS — guoronteed three years 
against breakage Partly filled with woter, they 
drown the “smoke” and solve the sanitation problem. 
Lift off the canister — flip back the lid — dump it and 
the cleaning job is done! 
Available in over a dozen different models. STAND- 
ARD and JUMBO sizes — with either black crinkle or 
brightly polished DELUXE finish to suit your own 
requirements 
Unit No. 1J—JUMBO floor model with heavy weighted 
base and attractive, eye catching metal sign 
Height 42”. Wt. 26 Ibs. ALSO AVAILABLE 
A DELUXE FLOOR MODEL 
LESS SIGN AND DECAL, for 


Wien tus hospitals, waiting rooms, of- 
ss D Switch ¢ fices, restaurants, stores, etc 
eeded n witc rine 

ot de ta tik Mabey Unit No 2/—JUMBO con- 
tch which may be connected put "eM Pig.id 


ister and sign. For mounting 
‘ 


Dyna-Switch is connected on walls, posts, columns or 
machines. Wt. 6 lbs 

floor and surplus Unit No. 3J—(not illustrated 
JUMBO canister with mount- 
at factory for a ing bracket but less sign 
set in the field i Wr. 3'2 Ibs 


tomatically cuts motor ¢ 








—always on guard 


tin WRITE FOR aren BROCHURE 


W.C. DILLON & CO., INC. Te ATS a ad nN 4 /A 


q I4606AF Keswick St. Van Nuys 45, Calif. .>¥20™ © DEPT. M @ 920.N. GARFIELD AVE. @ PEORIA, ILLINOIS 
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COMPENSATION NEWS 


changes in the law 


Winois: New Illinois law pro- 
vides for the creation of a five-man 
Industrial Commission. Two mem- 
bers are to be appointed by the 
governor to represent labor, and 
two to represent management. The 
fifth. who is to serve as chairman. 
is to be a “representative citizen” 
who is not identified with either 
labor or management. 

This new commission I= empow- 
ered “to determine the reasonable- 
ness and fix the amount of any fee 
of compensation charged by any 
person. including attorneys, physi- 
cians. surgeons and hospitals. for 
any service performed In connec- 
tion with” the workmen’s compensa- 
tion act. “or for which payment is 
to be made under the act.” 


Maryland: Amendments de- 
signed to speed handling of work- 
men’s « ompensation cases have been 
made to Maryland law. The part- 
time Industrial Accident Commis- 
sion has been replaced by a full- 


time Workmen’s 


Commission consisting of five mem 


Compensation 


bers. 


New York: Governor Averill 
Harriman has vetoed measures 
passed by the legislature which 
were intended to increase work 
men’s compensation benefits from a 
weekly maximum of $36 to $45. 

The governor, along with or 
ganized labor. objected to the 
amendments because they would 
have made decisions of the Work 
men’s Compensation Board (when 
the decisions were not unanimous) 
subject to court review as to faet 
is well as to law. New York State 
industry had favored this require 


ment 


Rhode Island: The legislature 
has provided for setting up a nine- 
member commission to study pro- 
posals for broadening the second 
injury fund operations under the 
state workmen’s compensation laws. 


\t present, the fund supplies a type 
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of insurance for employers in com- 
pensation cases that involve em- 
ployees who have been hurt pre- 
viously. The commission’s prime 
job will be to consider extension 
of the fund to include handicapped 
workers whose physicial disabili- 
ties are not directly traceable to 


earlier industrial accidents. 


Pennsylvania: On workmen’s 
compensation insurance 
written on and after July 1, 1957. an 


average increase of about 5°‘ 


poli ies 


rates paid by employers has applied 
The new rates have added about 
$2. 500.000 i vear to oper atir go 


costs of Keystone State emplovers. 


Arizona: The Industrial Con 
ission’s annual report has shov 
that premium earnings from. the 
workmen's compensation progran 


during 1956 amounted to $12.765.- 


572. This was an increase of 9.27‘ 


ver 1955. 

Benefits were paid for 60 deaths 
in 1956, as opposed to 58 deaths 
in 1955 Thirteen of these deaths 
during 1956 occurred in construc- 
tion, and 13 in mining. Twe 


the deat! in the mining industry 


were due to silicosis 


Florida: Adoption of 
ide it possible fo 
n mission to 
ymmittee which will. 
laboration with a 40-man 
gineering advisory group. 
or official adoptio 
miISSIOr 
law now provides tl 
may be fined $100 
each violation of a safety 
up under the amendment. 
provides for penalizing 
‘es who are injured while 
i safety regulation. 
At present. Florida’s industri 
accident record is one of the wor 
in the country. In July alone. in 
dustrial accidents killed 26 workers 


and 17,000 more were injured. 


1957 





maT} ie. 


ae 
nt Cane 


. . . This combination skin pro- 
tector and cleaner has been used 
and proved to check dermatitis 
before it starts— for over 15 
years. Applied before work, it 
provides a flexible, fat-based 
coating over the skin. When 
moistened after work, Practi- 
Kreme cleans completely and 
quickly. 


NEW PHLO 


WATERLESS CLEANER 


. . . Safe, quick and easy to use, 
Waterless Phlo removes all in- 
dustrial soils. Containing both 
silicone and lanolin for double 
protection, it is milky white, 
smooth in consistency. New 
handy dispenser makes using and 
refilling a simple matter. Man- 
agement an workers agree 
there’s no better cleaner than 
Phlo Waterless. 


. . . is a neutral skin protector 
rich in lanolin and now fortified 
with silicones. Magic silicones 
make Phlo water-repellent, ad- 
hesive, non-toxic. Phlo is a 
most effective barrier against 
bacteria, irritants and soil. Try 
it . . . then you’ll know Philo 
should be in your plant now. 


Write for free test samples today 


2 oe 
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BUSINESS TRENDS 
Safety Business Is on the Way Up 
How Much Will Safety Equipment Purchasing Grow? 


DRIVING SAFETY 


Mail-Order Safety 


EQUIPMENT 


Accident Stoppers 


Tame Steel Bullets for Safe Use 
Home-Made Guards for Wood Lat 
10th Fire Equipment Guide 
Award Incentives 

What They Cost and How They 
Clothes Make the Safe Mar 
Check Lists for Wire Rope s, Chains 
Choosing the Right Equipment Is | 
Have You Enough Automatior 

Your Plant Housekeeping? 
Along the Grapevine 
Eye Protection Equipment at Work 
18,000 Hearing Tests a Year Pay Off 
It Pays to Pamper Your Sprinkler Syster 
How Paper Wipers Protect Plant Workers 
Three Ways to Prevent Line Ac 


FIRE PROTECTION 
How to Keep Fire-Fighters From Being Electrocuted 
Revised Standard for Extinguisher Placement 
House Your Hose for Action 
New Way to Kill Big Transformer Fires 
Water Fog Kills Transformers, Too 
Three-Point Protection for Conveyor Tunnels 
Check Lists for Plant Watchmen 
Will Your Extinguishers Explode? 
Blueprint for Plant Fire-Fighting 
Only Three Out of Ten Ever Survis 
Lessons on Fire Safety 
Pointers for Safety Men 
Shorticles for Safety Men 


What Can an Insurance Fire Inspector Do for You? 
What Can Safe Hydraulic Fluids Do for You? 
Keep Public Fire Departments Informed 

It Pays to Pamper Your Sprinkler Syste 

Shorticles on Safety Themes 

Industry’s Big Burn—Past and Futur 

Is Your Own Plant Adequately | 

Are You Using Salamanders Safe 


FIRST AID 
What’s Needed in the First A K 


Repeat Performance 


GENERAL SAFETY 
Along the Grapevine 
Rhythm and Reflexes 
Accident “Makings” 
Accident Stoppers 


Home-Made Guards for Wood 
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Pointers for Safety Men 
Shorticles for Safety Men 


Clothes Make the Safe Man 
You Can Get Rid of Snow Fast 
Concrete Guides to Greater Satety 
Shorticles 
When the Earth Shook 
What Will a Vision Screening 
Your Plant? 
Shorticles on Safety Themes 
Three Ways to Prevent Line Accidents 
How Much Will Safety Equipment Purchasing Grow? 
Attitudes That Will Affect Your Work 
in Com Y ears 
What Can Management Do About Safety? 
What Lies Ahead for Safety Men? 
Are You Using 


Program Do tor 


Salamanders Safely? 


HANDICAPPED WORKERS 
Ford Puts the Handicapped to Work 


Aug. 
Se pt 
De« 
Sept 
Sept 
Oct 
Oct 
Nov 


Nov 
Nov 
Nov 
Dex 


Dex 
Dex 
De 


De« 


Oct 


HAZARDOUS MATERIAL CONTROL 


Vanadium 

Asphyxia 

Caustic Soda 

Safe Storage ob 

\{ Damper for Dust 

That Men May Live and Work ir Total Safety 

Concrete Guides to Greater Safety 

Official 1957 Threshold Limit Values 

Chlorine: Its Hazards and What to Do About Them 

What’s the Danger From Epoxy Resins? 
HOUSEKEEPING 

It Takes More Than Equipment 

How We Choose and Train Our Window Washers 

Housekeeping Has Been Automated 

Here’s How to 

8th National Plant Maintenance Show 

Block Those Holes! 

What Does It Cost to Wash i Window? 

They're a Three 


Analyze Your Cleaning Costs 


Horse Housekeeping Team 

Four-Phase Program 

There’s Money in Junk 

7 lips for Better Floor Care 

These Big Brooms Sweep Clean 

World’s Cleanest Metal-Working Plant 

Pointers for Safety Men 

Prepare Now for Snow and Ice 

You Can Get Rid of Snow Fast 

Have You Enough Automation in 
Your Plant Housekeeping? 

Shorticles on Safety Themes 


How Paper Wipers Protect Plant Workers 


HUMAN RELATIONS 
Attack the Problem of Safety on the Job—off the Job 
Alcoholism—Headache for Top Management 
Coffee Break: Boom or Boomerang? 
Ford Puts the Handicapped to Work 


MATERIAL HANDLING 
No (¢ owboys Allowed 
Check Lists for Wire Ropes, Chains, Slings 
Choosing the Right Equipment Is Important, Too 
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HAZARDS 





MEDICAL PROGRAMS 
What Can a Medical Program Do for You? 
Planning Your Dispensary 
What Equipment Do You Need 
What Your Nurse’s Job Should Be 
8,000 Hearing Tests a Year Pay Off 
What Will a Vision Screening Program Do for 
Your Plant? 
What's Ahead for Industrial Medicine? 


NOISE 
What's tl Cost When Noise Goes to ( ourt / 


Side Effects of the Noise Problem 
18,000 Hearing Tests a Year Pay Off 


OFF-THE-JOB SAFETY 
Problem of Safety on the Job—off t 


on 


RESEARCH 
| Work in Total Safet 


RESCLE 


r Satet 


g You? 


Managem: 


vy Conterer 


Work 


it Safety 7 


SAFETY PROGRAM 
ords Can't Help but Improve 
Plant (ar Have a Satety Progra 
Block to New Hazar 


SAFETY PROMOTION 
What They Cost and How They 
l Re ally Works 


STATISTICS 
What's Wrong With Safety Statistics? 
Too Many Injuries Don’t Follow the Rules 
The Upjohn Company Reports Its Experience 
Formula PI: Performance Indicator 


Vital Problem Is Statistics” 


WORKMEN'S COMPENSATION 
The Trend in Benefits Is Up 
Scheduled Payments Really Are Lump Sums 
What's the Cost When Noise Goes to Court? 
Compensation: Safety's Sound and Fury 
What's That About Compensation? 
1957 Compensation Act Amendments 




















Introducing 
ALLSAFE INSULATED 


“THERMAL LINER” 


THE NEWEST IN WINTER LINERS 
FOR MEN WHO WEAR HARD HATS 


Created and designed by the American Allsafe 
Company, manufacturers of “Drybrow” (The 
Nation’s Sweat Band). 


Allsafe insulated “Thermal Liner” is brand new, 
featuring the miracle man-made insulating mate- 
rial that insures that extra warmth and pro- 
tection the perfect insulation against the 
strongest, coldest, blasts of winter. 


CHECK these ten (10) tested and approved features for 
safety and comfort 


1. A feather-light liner 7. Does not require spe- 


. Sheds water like a duck cial dry cleaning proc- 
ess 
. Insulates for warmth D. Mies dat come coli 
on the skin 


. Attractive two-tone 
. Snug fitting around face green 


and neck tion 
6. Easily laundered in any . Fast adjusting chin 
machine strap 


. Shock absorbing insula 
tion against hard blows 


color combina- 


Allsafe “Thermal Liner” provides a warm, wind-re- 
sisting protection for the ears without interfering 
with the wearer's hearing. It fastens on any hard hat 
head band in a matter of seconds because it has 
only three (3) strap adjustments, combining com- 
fort, safety and speed. 


LICAN ALLSAFE COMPANY INC 
1245 Niagara Street 
Buffalo 13, N. Y GA 8300 
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Slips and falls: As in most jurisdictions, Kansas 
law states that injuries incurred going to and from work 
cannot be considered as arising out of and in the course 
of employment. Except in cases where the employer's 
negligence is the proximate cause of injury, these acci- 
dents normally are not covered by the compensation act. 

Faye L. Teague was an employee of the Boeing Air- 
plane Company in Wichita. She drove to work in het 
own automobile and had a designated parking spot in 
the company lot. Miss Teague parked on a gravel sur- 
face. Employees of higher rank parked on a smooth 
black-top section. Miss Teague had to walk over this 
section to go to the plant entrance. 

On the cold January morning that Miss Teague was 
injured, streets in Wichita were covered with ice, The 
gravel surface was not difficult to walk upon, but the 
smooth black-top surface was _ slick—*just solid ice.” 
according to Miss Teague. While crossing the VIP’s lot. 
Miss Teague slipped and fell, sustaining injuries for 
which she claimed compensation. 

Of course, claimed Boeing, no compensation should 
be awarded this girl. The law in Kansas is clear about 
injuries sustained by employees going to and from work. 
Besides, the employer maintained, Miss Teague was not 
subject to any greater hazard than any other citizen of 
the city since ice had formed everywhere. 

The court did not agree. It ruled that there was defi- 
nite causal connection between Miss Teague’s injuries 
and her employment, and it said that the injuries were 
to be considered as arising out of and in the course of 
employment. The court based its decision on a rather 
unusual interpretation of the act, implying that the em- 
ployer was at least loosely negligent. The court said that 


a gravel surface would not have been as slippery as the 


black-top when covered with ice, and since the company 


had installed the smooth surface, it was a human agency 
which caused Miss Teague’s fall. 
Claim allowed. 
Teague v. Boeing Airplane Compar 


VJ Supreme Court of 
Kansas, June 8, 1957. (321 P.2d 220) 


One remedy: Charles E. Buckman, a resident of the 
State of Kentucky, felt that the Kentucky law should aid 
him in collecting damages from his employer for injury 
on the job. But it did not work out that way. 

Buckman was employed by Republic Structural Paint- 
ing Corporation, an Ohio firm, to paint a bridge in Jeffer- 
son County, Kentucky. He signed a contract with the 
company agreeing to be bound by the Ohio Workmen’s 
Compensation Law as exclusive remedy for job injuries. 

Sure enough, Buckman was injured when he fell from 
the bridge which he was painting. Compensation benefits 
were awarded to him under Ohio law. While collecting 
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these payments. he brought action in Kentucky for com- 
mon law damages. claiming employer's negligence. 

The employer used several defenses, chief of which was 
the contract agreeing to be bound by the Ohio law 
Buckman argued that this provision of the contract vio- 
lated public polices and the statute of Kentucky, which. 
he said. guaranteed remedy of Kentucky 
sustained in that state 

The Kentucky Court of Appeals agreed that the em- 
ployee has the right to seek compensation under the work- 


law for injuries 


men’s compensation law of the state in which the injury 
occurs. However. Kentucky law fails to express a publi 
policy on the granting of common law remedy, Also, 
Ohio law (to which the employer and employee had 
subjected themselves) provides that compensation of that 
state’s law excludes a common law remedy. Thus. Buck- 
man found exclusive remedy under the Ohio law and was 
barred from suing l common law in Kentucky 
Claim disallowed. 
RB 


Expensive trip: How far does a man have to go to 
buy a little rope? Certainly 
E. Hancock’s employel 

Hancock was a 
struction Company, which was building a bridge neat 
Polacea, Arizona, approximately 75 miles northwest of 
Holbrook. Arizona. Hancock lived in Concho. about 42 
miles southeast of Holbrook. His superintendent had told 
him to pick up some rope the next time he was in St 


not 150 miles. said Joseph 


irpenter foreman for Royden Con- 


Johns, some 15 miles east of Concho. 

Hancock went home for Thanksgiving and went to St. 
Johns, but because of the holiday he was unable to buy 
the rope. On Saturday, two days later, Hancock left 
Polacco and started toward his home in Concho, with 
intentions of later going to St. Johns to get rope. The 
rope, said Hancock, was a necessary item for use on the 
job the following Monday. He claimed that his only 
reason for making the trip was to secure this item. the 
cost of which was $2.50. He used a company pickup 
truck for the trip. 

Between Polacca and Holbrook there was an accident. 
The truck was upset and Hancock was injured. To Han- 
cock’s claim for compensation, the Arizona court con- 
cluded that the claimant had not been sent On a sper ial 
mission of over 250 miles simply to pure hase $2.50 worth 
of rope. If that had been the only mission Hancock 
could have bought it in Holbrook. rather than going on 
to his home in Concho 


Phe court ruled that Haneock’s main purpose for the 


continued on page 6% 


DECEMBER 1957 ® OCCUPATIONAL HAZARDS 





For 


automation 


ance ne 


and safety... 


Schrader 
Packaged Air Sets 
upgrade 


machine tools 


» press will not rate unless be ind valves are pressed at once 


Schrader Packaged Air Sets eliminate haz- Pap Spit Ma 
cycie cannot be repeat r the a vaives are reieased anc the piio 
ards to press control and ejection systems 


s vented to atmosph e cam valve. A cutout valve prevents continuous 


operators like the man at right. They force operation with one 
him to keep his fingers free because the action that actuates 
hands that feed the press or tool must also 
operate it. And both hands must be used at 
once—can't stray into danger. Fast, clean air 


ejection—moves the part off—automatically! 


At the same time, performing both stamp- 
ing and ejecting, finger and toe-tip action is 
light as air—keeps this operator fresh and 
efficient—steps up production! You can have 
the same! 


Use these versatile pneumatic machine con- 
trols and air ejection sets not only on power 
presses, but shears, brakes, friction clutches, 
and any machine using a mechanical clutch. 
They are “off-the-shelf” items—ready to use! 
Write Schrader for details. Our distributors 
are located close by. Your most special re- 
quirements will in all likelihood be no prob- 


lem at all with convenient, low-maintenance 


AIR EJECTION SET 


AIR 
————— rr ps asaie 
Schrader packaged control sets. f . SUPPLY 


A. SCHRADER'S SON © Division of Scovill Mfg. So., Inc. 

470 Vanderbilt Avenue, Brooklyn 38, N. Y. 

Piease send latest informative booklets which show Schrader's complete lin 
odivison of SCOVILLE 


of products. 








Name 


A. SCHRADER'S SON 
Division of Scovill Manufacturing Company, Incorporated | 
470 Vanderbilt Avenue, Brooklyn 38, N. Y } Address 


QUALITY AIR CONTROL PRODUCTS 


Company 


Circle No. 68 on reader service card for more information 
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Circle No, 69 on reader service card for more information 


_—e aie Wil if Y- Ad 


when Seconds count 
a ! 


EMERGENCY BLANKET 


and Quick Release 


WALL CANISTER 


Allows for conspicuous placement 
throughout the work area. Blanket 
releases instantly or 
entire unit may be 
lifted from the wall 








and carried to point 
of use. 


Canister is of heavy 
gauge metal. 81%” di- 
ameter by 20” high. 
Bright red enamel fin- 
ish. Woolen or as- 
bestos blanket may be 
furnished. 


WRITE FOR 
BULLETIN NO. 94 


(Plo Safety Equipment tor all Industrier 
INDUSTRIAL PRODUCTS COMPANY 


2826 N. Fourth Street ¢ Philadelphia 33, Pa. 


RIGHT OFF THE DOCKET 


continued from page 66 





weekend trip was to visit his home, and decided that the 
purchase of rope was secondary. He was not, therefore, 
within the course of employment when the accident 
occurred. 

Claim disallowed. 


Hancock v. Industr al Commission of Arizona Supreme 
Court of Arizona, April 2, 1956. (309 P.2d 242) 


Siesta time: Richard Gourley’s accidental injury 
was unique. Gourley worked for American Motors Cor- 
poration as loading do k cher ker. He was allowed an 
hour for lunch, during which he and other employees 
usually took a short nap. He had followed this practice 
for two vears, with full knowledge of his foreman. 

On the day of his accident. Gourley ate his lunch and 
then climbed to the top of some cardboard boxes to take 
a nap. The boxes were filled with parts and piled to a 
height of six to seven feet. After resting. Gourley was 
climbing down to go back to work when he caught his 
toe in a band of wire, fell to the floor, and was injured. 

Gourley's employer argued that compensation should 


not be awarded. The employer derived no benefits from 





TREADSURE 
COATING 


makes every step 
a safe step! 


Why risk floor accidents? TREADSURE, Horn’s abrasive- 
filled plastic coating, produces slip- and skid-resistant sur- 
faces on wood, concrete, steel—whether floors are indoors 
or out, wet, dry or oily! Just brush it on. TREADSURE 
also protects floors from damage by gasoline, alcohol, oil, 
grease and even most acids. Battleship Gray, Safety Yel- 
low, Red, Green. 

For free catalog and name of nearest Horn representa- 
tive, write Dept. H63-1297. 


eo As ¢C.Horn Companies 


SUBSIDIARIES & DIVISIONS 


Gur Sun Chemical Corporation 


10th Street and 44th Avenue, Long Island City 1, N. Y 


Circle No. 70 on reader service cord for more information 








Amazingly 


COOL 


HEAT 
VENTILATED 
REFLECTOR 


FINEST OF ALL 
LOCAL LIGHTING UNITS 


$93! 


EACH MARVELOUS NEW 
—— SEEING TOOL 


Frictional arm and collar 
disc joints give flexibility 


Aj of a thousand positions 
r4 to direct light exactly as 
My wanted. Rugged con- 
= struction with heavy duty INNER SHIELD 


. 
fl gy industrial socket, Levolier ACCESSORY 
Ps.) switch and universal base. for extreme 


NEW 


MODEL 55-VCX-701 


FOSTORIA 
LOCALITE 





coolness when 
using 100 
WATT lamps. 





WRITE for complet 
catalog of Localite 
Models for every in 
dustrial use 


THE FOSTORIA PRESSED STEEL 

CORPORATION, FOSTORIA, OHIO 

Localites are available through 
wholesalers everywhere 


for Light OM the Job 


Circle No. 71 on reader service card for more Information 
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CESCO. ...richt—serore YOUR EYES! 


rb NA Ate He . 


¢__—/\f New CESCO tf 
— 'f plastic frame safety ew cco 


Comfort Bridge 
safety glasses safety glasses are 
asse WITH ULTRA-MODERN available in 3 sizes: 
LENS STYLE No. 375 ¢ 44x37mm. 
No. 376 ¢ 46x39mm. 


e These new CESCO plastic frame No. 377 « 48x41mm. 


safety glasses with the F7 shape 
lenses are not only superior 

in the safety glass field 

fzom the standpoint of fit 

and comfort, but many @& 
users prefer their shape and 
ee oe style to that of most personal 
safety glasses glasses. 

In addition to their fine appear- 
ance, these safety glasses have 
many outstanding features. Among 
them are: 
Frames are rigid and will retain original shape without bowing 
Choice of 2 colors — opaque slate( bluish gray) to eliminate light reflection, 

or translucent flesh 
Nosepads are broad bearing to give comfortable distribution 
of weight 
Lenses are interchangeable — the same lens fits either 
right or left side 
Available in three sizes 


LITE-KLIP 
safety glasses 


CHICAGO EYE SHIELD COMPANY> 2707 West Roscoe St., Chicago 18, lilinois 
OFFICES IN: Atlanta, Baton Rouge, Birmingham, Boston, Buffalo, Cincinnati, Cleveland, 
Columbus, Dallas, Denver, Detroit, Houston, Kansas City, Knoxville, Little Rock, 
Los Angeles, Louisville, Mexico City, D.F., 
Milwaukee, Montreal, Orange, Peoria, 
Philadelphia, Pittsburgh, Salt Lake City, ASK your CESCO Safety 


San Mateo, Spokane, St. Louis, Equipment Distributor 
to show you the new modern 


St. Paul, Toledo, Tulsa 
Piciaiainie plastic frame safety glasses 
Flexible with the F7 lens—and the many 
lasti j other safety glasses and goggles 
proawe Grego in the complete CESCO line ry 


CESCO .£), onsen 


~ie 


Circle No, 72 on reader service card for more information 
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““GRIP-ALL’’ GLOVES 


“Handle with care” means 
handle’ with the new HOOD 
“Grip-all” work glove! 

A coating of extra-coarse rub- 
ber dust gives “Grip-all” wearers 
a’safe, strong “friction-grip” 
even on slippery objects such as 
plate glass and sheet metal. 

“Grip-all” comes in five dif- 
ferent styles including palm- 
coated and fully-coated with knit 
wrists and 2” and 4” safety cuffs. 

Write today for free Hood 
Glove Guide —shows you how to 
choose the RIGHT glove for 


each job. 


ebe}e} om 0) -) -) =. Mote mm 


eo division of B. F. Goodrich Company 


WATERTOWN, MASS. 
RUBBER + NEOPRENE ~ PLASTIC INDUSTRIAL GLOVES 


Circle No. 73 on reader service card for more information 
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Gourney’s nap: there was no action on the company’s 
part contributing to the fall: Gourley elected through his 
own poor judgment to rest at a dangerous height. How. 
asked the employer, could Gourley’s injury be connected 
with his employment ? 

Very easily, said the Supreme Court of Wisconsi 
Under the personal comfort doctrine. an employee who 
rests on his emplover’s premises during his lunch hour is 
no different from an employee who is eating his lunch 
The rest period had become a custom 
ment. The fact that Gourley may hav 
ment should not preclude him 
compensation act 

Claim allowed. 

{mer 


Long jump: In order to obtain d 
Mary Tate had to prove that her husbar 
from an accident rather than fron 

Tate worked daily until 4:30 p 
building, a combination office and 
9:30 p.m. on December 30, 1956, Tate’s body 
crumpled and broken, lying on the sidewalk in fro 


his employer's buildir O \ witness testified hat at the 


time only the light in the first floor office was burning 


the upper floors of the structure were dark. A window 


on the fourth floor of the warehouse. 70 feet above the 
sidewalk. Was open, 

At the hearing Tate’s widow produced evidence 
show that her husband had no reason to commit suicide: 
he had no financial difficulties: he was not depressed 
he had even accepted an invitation to a New Year's Eve 
party for the following evening. 

The Colorado court said there can be n presumption 
of accident in unwitnessed events which result in injury 
or death, It was necessary for Mrs. Tate to prove con 
clusively that her husband’s death resulted from an acci- 
dent and not suicide. The evidence which she presented 
to the court was at best circumstantial and not sufficient 
to prove accidental injury. 


Claim disallowed. 


Overtime: Do the hours of “course of employment’ 
xtend beyond quitting time? It was important in the 
case of Isabelle G. Babkees’ injury. 

Mrs. Babkees worked as a comptometer operator for 
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the Electrolux Corporation. Because of a disability she 


customarily waited one hour past normal quitting time 


to be escorted home by het husband. Her f mployer knew 


that she did no company work while waiting after the 


normal 5:00 quitting time. 


As she prepared to leave with her husband one night. 
Mrs. Babkees 


loose WwW ires, 


was injured when she 
Her employer contended: that Mrs. Babkees’ 
work was finished before the hour she was injured: that 
she was no longer in the course of employment when she 
fell: that had 


employer's premises afte: 
did 


she merely residence on the 


iished 


permissive 
workd i\ 


work tr) 


her 5:00 


particularly since she not 


beyond that time. 
The New York 


Employment, it said. is not 


court disagreed with 
limited to the 
when the workman leaves the place of w 


work 


amount of time 


il d the 


moment when ceases, It necessarily includes a 


reasonable ind spac hetore 


Mrs. Babkees. the 
ruled. was leaving her employer s premises with “reaso1 
able dispate h” 


ind after 


ceasing actual employment ourt 


under the circums! 


inces ind 


fore. in the course of employment il 
injury. 


Claim ; 





LAST CHANCE FOR 
“BABY” REPRINTS 


OCCUPATIONAL HAZARDS 


812 Huron Road Cleveland 15, Ohio 





tripped over some 
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NO SLIPS... 
NO FALLS...2 
NO INJURIES 


With Alcoa Abrasive Tread Plate 


Hard, sharp particles of 


fused aluminum oxide give a 
grinding wheel its bite and 
Alcoa® Abrasive Tread Plate 
its grip. 

This abrasive surface is 
rolled into tough, aluminum 
alloy plate. It can’t come off. 
Its slip-proof qualities are 
more than surface deep. 

It stays slip-proof when 
wet, oily, greasy. 

Because it’s aluminum, it is 
durable, corrosion resistant 
and never needs painting. 

Use this safer, longer last- 
ing tread plate wherever 
accidents might happen. 
Your safety committee knows 
all the places. 

Just remember that 20,000 


Aluminum Company of America 
1672-M Alcoa Building 
Pittsburgh 19, Pa. 


workers are killed and thou- 
sands injured in slipping 
accidents each year. If it pre- 
vents just one such accident 
in your plant, Alcoa Abra- 
sive Tread Plate would be the 
best insurance you can buy. 

Check the coupon for a 
four-inch sample and com- 
plete details. Aluminum 
Company of America, 1672-M 
Alcoa Building, Pittsburgh 
19, Pennsylvania. 


Your Guide to the Best in Aluminum Value 


% ALCOA D. | 


ABRASIVE TREAD PLAT 


NEW! “ALCOA THEATRE 
= Exciting Adventure 


» Mand 


y tvenings 


Please send literature and four-inch sample of abrasive tread plate. 


Name and title 
Company 
Use being considered 
Address 


City and Stote 


Circle No, 74 on reader service card for more information 





SAFETY 
PROVED 


on HE your best investment in 


eye protection: vr: 
FACE 


7 gitiCAL WORKER AND 


M ‘ 
FETs NE seniesla ant wos : SAFETY DIRECTop Alike 


Fendall 
CUP-TYPE 
GOGGLES 


Many styles for chipping, grinding, welding, dust and splash 
hazards. Regular cup-type and coverall models to fit over glasses. 
Both eye cups individually molded for perfect fit and comfort. 
Many other exclusive Fendall Features insure immediate worker 
acceptance. They challenge comparison. 


" 


1 

' 

{ 

| , 

' 

1 \ 

; . 

1 ~ 

i ~~ 

1 

Fendall spectacle-type goggles are available in both acetate and 

; Metal frames in a wide variety of styles and sizes. Styled to 

| give appearance of personal glasses with built-in safety and 

TYPE ' comfort. New temple adjustment feature. Many other new 
advancements make Fendall the finest, safest spectacle in the 

GOGGLES 1 field of safety. Available with plano or Rx lenses. 


Fendall 
SPECTACLE 


Fendall | “No-breakin"» headgear with oval 
1. Shaped natural contours. Fits the 
ADJUSTABLE head like your favorite old hat. 
FACE , [Easy head-size adjustment stays put. 
1 ‘Snap-on’’ replaceable windows in 
SHIELDS clear or green plastic, or wire 
1 screen. Workers wear Fendall Face 
1 Shields willingly 


en ence 
end for Details on the Complete Line of 
endall Face and Eye Protection Equipment 


FENDALL PRODUCTS FENOD ALL HAZARDS 


FENDALL COMPANY 


4513 N. LINCOLN AVENUE, CHICAGO 25, ILLINOIS 


Circle No. 80 on reader service card for more information 








TURTLE CLUB \ 
Cy 


Cas 


Kenneth Bryant was struck by a fus: 
barrel while he was working at Vicks 
burg, Miss., for the Mississippi Power 
& Light Co. The two-pound barrel fell 


1 done it struck Bryant's 


19 
iz plank, weighing nine pou 

ut failed to KO Lee Oliver when 
16 feet, striking his har 

rmaker for Standard Oil 


In 


Henry H. Speich, |]! 
atur was nerat 


1) | 


withir { my iny's 
ink hous Carlos 
Basante yper 
tor, wi 


thr 


H 


Clinton Merithew, 


nd 
I 
ing 


ssarm was dislodge The four 
pound object fell 30 feet, striking Theo- 


dore C. De Mott. De Mott was weari: 


1 hard hat was not injured 


Wilbur Richard Davis, 
Michigan Electric Co., was inspec 


tower assembly on Tower 


Robinson Park Aurora line. S¢ 


continued ¢ 
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ICY WORK SURFACES mean 





lost man-hours 











...costly delays and 
damaged equipment 























Prevent winter mishaps with 
Wyandotte ZORBALL 





This winter, guard against costly 
accidents and work delays. Pro- 
tect your employees and vehicles 
dangerous 


from skidding with 


Wyandotte ZorBALL. 


A thin layer of ZorBaLt on icy 
walks, 


shipping docks, ramps, and drive- 


platforms, loading and 


ways, will give your plant safety 
assurance that nothing else can 
And _ for 


against on-the-road emergencies, 


provide. protection 


it’s a good idea to carry a bag 


of ZorBaLy in all your trucks 


and vehicles. 


Use ZorBALL inside the plant, 
too. It’s a wonderful floor absorb- 
ent. It provides safe, non-slip 
will not cake or break 


down: absorbs water, paint, oil, 


surtaces; 


grease—any liquid. And ZorBALL 
is fireproof, even when saturated 
with combustible liquids — an 
ideal product for fire prevention. 

Call your Wyandotte repre- 


sentative or jobber for a demon- 


Circle No, 81 on reader service card for more information 
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stration today. Wyandotte 


Che micals Corporation, Wyan- 
dotte - Michigan. Also Los Nietos. 
California. O fiice s in principal 


cities. 


yandotte 
CHEMICALS 


J. B. FORD DIVISION 
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BRULIN HAS A 


Safer 
Solvent! 


... safer than many 
so called ‘‘safe solvents’ 


REDUCED FIRE HAZARD—Higher 
temperature required to vaporize 
a solvent sufficiently to flash mo- 


mentarily in an open flame indicates greater 
safety. This is a standard od of measuring 
the volatile and flammable characteristics of 
any solvent. The temperature at 
occurs is—The Flash Point 
BRULIN’S SOLVENT DEGREASER 
HAS A FLASH POINT IN EXCESS 
OF 185~ as tested by a well- 
known insurance company. 


meth 


REDUCED TOXICITY—Shown by 
the M.A.C. (maximum allowable 


vapor concentration) in P.P.M 
(parts per million) of air at which toxic condi- 
tions would exist. This factor, ho would 
not be reached if the evaporation rate is very 
slow. (See Evaporation Rate Below) 

BRULIN SOLVENT DEGREASER 

has @ M.A.C. of 500 P.P.M. as 

tested by another well-known in- 

surance company. 


Ee) tinier RATE—K 


wever 


nown as 
vapor pressure, this figure indi- 
cates Ps rate of evaporation of a 
solvent when compared 
time of carbon tetrachloride or buty 
The evaporation of certain solvents is at suc 
a slow rate that the Maximum Allowable 
Concentration would be extremely difficult if 
not impossible to reach beca pation 
and dispersion by air and thermal currents 
BRULIN SOLVENT DEGREASER 
has a very low solvent evapora- 
tion rate. The rate is 5 times 
slower than carbon tetrachloride. 
THESE SAFETY FACTORS and the outstanding 
degreasing power of Brulin Solvent Degreaser 
are the reasons for its wide-spread acceptance 


Buti Solvent 
egreaser 


BRULIN & COMPANY, Inc. 


2939 Columbia Avenue—Indianapolis % Indiana 
1793 12th Street—Oakland 7, California 


to the evaporation 


acetate 
h 


Vapor 


ise Of GISs 
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TURTLE CLUB 


continued 





ibove him an erection crew member 
advertently 
which struck 


injury 


dropped a_ half-pound bolt 


Sid Lewis, U. S. Metals Refining 
Carteret, N. J.. stood on an 
checking 


was being 


inspec 
conveyor 
” billet 
Phe 150-pound 


some new billet 
' 
lowered bv a cr 
object struck 
knocking him backwards 


seriously hurt—his hard 


squarely, 
was not 


took the 


blow 


\ 24 drillbar that has fallen 12 fee 
packs a murderous McKinley 
Spence, Plant Constructors 
Ltd., Picton, Ont., ne 


Ww he n he 


wallop 
Cement 
vertheless survived 
back of t 
drillbar. His hard 


ioned the blow, and he had 


was hit on the 
by such a 


Woodruff, Kennecott 
Corp., was removing a broke 
at the Utah Refinery 

was loosened, the 10-pound be 
two feet. The jagged end 


d Woodruff’s hard hat 


wound. 


George 


and bearing 
shatt 
unit fell 
shait pierce 


flicted no 





For Special Fume Problems... 


A CATALYTIC EXHAUST PURIFIER 


THAT WORKS WITH LEADED GASOLINE 


When 
fork lift trucks and other equipment, 


leaded gasoline* is used in 
dangerous carbon monoxide 
carbons, exhaust fumes and odors 
can now be safely controlled with the 
new Oxy-Muffler, another member of 
the famous Oxy-Catalyst 


, hydro- 


family of 
catalytic exhaust purifiers. 


The Oxy-Muffler will give hundreds 
of hours of trouble-free service. If 
you have a fume problem with leaded 
gasoline, write for details on the new 
Oxy-Muffler now. 


*Where nonleaded gasoline or LP-gas can 


be used, 
the OCM Catalytic Exhaust Purifier is recon 


vended. 


My] OXY- CATALYST, INC. 
Wayne 5, Pa., USA. 


Catalysts for fume and odor 
elimination, air pollution control, and waste heat recovery 
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burn-quel 


BURN SPRAY 


A. £. HALPERIN CO., INC. 


75 Northampton St. 
BOSTON 18, MASS. 


YOUR SAFETY — OUR BUSINESS 











* THE POSITIVE 
LADDER SAFETY DEVICE 


Locks AUTOMATICALLY & instantly-holds 


Prevents death and injuries from falling. 
Automatic: Positive. Wil! 
he starts to fall even if unconscious 
Inexpensive. Easy to 
Clamps to any ladders, peg ladders 
poie or frame. No welding or cutting. 


Simple to operate. Requires no attention 
from climber. 


Notched rail hot dipped galvanized. 
equipment rust and corrosion proof, 
Can be kept free of ice by applying heat 
inside carrier rail. 
In use approx. 9 years. Approved by Safety 
Engineers and Govt. Agcys. throughout coun- 
try. Patented. Manufactured only by 


SAFETY TOWER LADDER CO. 
1024 Burbank Bivd., P.O. Box 1052 
BURBANK, CALIFORNIA 
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ial materials such as cl 
ively. With a basic 


West Program of 


dermatitis is overlooked -d 
ial cleanliness. Antiseptic creams lp protect exposed 

lite’ aprons and a1 iards prevent cl 

protect again bacteria infections. 


protected against physical discomfort, 


protected against the costs of medical 


rificed quality and lost production. 


y not discuss the West Program of Dermatitis Prevention 
specialists? His recommendations will help you eliminate 


dermatitis. No obligation of course. Just send the coupon. 


ties for 
ve Maintenancel WEST CHEMICAL PRODUCTS INC., 42-16 West Street, Long Island City 1, N. Y 





Branches in principal cities * In Canada: 5621-23 Casgrain Ave., Montreal 


yi Please send your 24 page booklet ‘‘The Control of Dermatit 


é 

x Y 7 ¥ 

WE ST dade CAL Please have a West representative telephone for an appointment 
PRODUCTS INC. 


WEST DISINFECTING DIVISION Mail this coupon with your letterhead to Dept 


raw 
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Information: Wisconsin Council of Safety bus, Ohio, April 22-24, 1958. Information 


SAFETYMAN’S CALENDAR 1 W. Wilson St., Room 234, Madison 2 Industrial Commission of Ohio State Of 


Wis. fice Bldg., Columbus 15, Ohio 
events to attend 


Governor’s Industrial Safety Con- 
ference. Fairmont Hotel, San Francisco, 
Calif., Feb. 6-7. Information: California 
Dept. of Industrial Relations, Div. of In 
dustrial Safety, 965 Mission St., San 


24th Annual Regional Safety & 
Fire Conference & Exhibit. Bellevur 
& Engineering Show. International Stratford Hotel, Philadelphia, Pa., March 
Amphitheatre, Chicago, Ill, Jan. 28-30 a a -6. Information: Harry H. Verdier, ex 
Complete program on all phases of main ecutive director, Safety Council, Chamber 
tenance and housekeeping; equipment 37th Annual Massachusetts Safety ©! Commerce of Greater Philadelphia, 121 
exhibit. Information: Clapp & Poliak, Conference & Exhibit. Hotel Statler S. Broad St., Philadelphia 7, Pa 
Inc., 341 Madison Ave., New York 17, Boston, Mass., March 17-18. Information 
N. Bruce Campbell, manager, Massachusetts 


Safety Council. 31 State St.. Boston 9 Sth Annual Western Safety Con- 
16th Annual Mid-Winter Safety gress & Exhibits. Ambassador Hotel 


Conference & Exposition. Hotel 28th All-Ohio Safety Conference [os Angeles, Calif.. March 17-19. In 
Schroeder, Milwaukee, Wis., Jan. 30-31 & Exhibit. Deshler-Hilton Hotel, Colum formation: Joseph M. Kaplan, manage 


Greater Los Angeles Safety Council, 
W. 8th St., Los Angeles 5, Calif 

: L l T TE L L a Northeastern Indiana Safety Con- 

AIR VACUUM UNITS Sach 10-7 Information: Trex A, Mat 


Information: Ivan A 


1958 National Plant Maintenance 





tin, manager, Safety Council, Chamber of 


lift ° %ove . handle er ee 


SHEETS or BLANKS 


28th Annual Greater New York 
Safety Convention & Exposition. 
Statler Hotel, New York, = April 
Fact a ae . . * 14-18. Information: Greater New York 
: ' . 4 ‘ ~ ; , al dail Safety Council, 60 E. 42nd St., New York 
LITTELL : cued 17, N.Y 
4 CUP CRANE 
SUSPENDED 


i ‘ 8th Annual California Governor's 
VACUUM SHEET .. a 7 a “OS » Industrial Safety Conference. Fair 
LIFTER j : ‘ : mont Hotel, San Francisco, Calif., Fel 
6-7. Information: A. ¢ Blackman, chief 
Div. of Industrial Safety, California Dept 
of Industrial Relations, 910 Mission St 
Based upon a 4 to 1 San Francisco 3, Calif 
safety factor, the 4 Cup 
Sheet Lifter has capacities of 
more than 1,000 Ibs. Southern Safety Conference. Mem 
a Other models available. phis, Tenn., March 2-4. W. L. Groth 
executive lirector, Southern Safety Con 
LITTELL ference, Inc., P. O. Box 8927, Richmond 
AIR BLAST be 
VALVES LITTELL 
of See te aees casaee aeene Industrial Health Course. University 
short blast of air of Cincinnati, Cincinnati, Ohio, during 
; _ Permits the operator Fe cre neatly the week of Feb. 3, 1957. For registered 
to give his entire attention 45 Ibs. psi ond handle nurses only. Information: Secretary, In 
to loading the die, arts from 2 to 10 Ib stitute of Industrial Health, Kettering 
thereby saving time and s . ws 


: Laboratory, Eden & Bethesda Avenue 
increasing output. Cincinnati 19, Ohio 


LITTELL VACUUM CUPS 33rd Annual Western Pennsyl- 
14” diameter her- ; - vania Cafety Engineering Conference 


ne. gg faced cup Rectangular cups & Exhibit. Penn-Sheraton Hotel, Pitts 
ber.& mesh anina pico ae ae burgh Pa., March 25-27. Information 
, rubber mo on ; 
steel backing Harry H. Brainerd, executive manager, 
plate. Sizes 21/2” Western Pennsylvania Safety Council, 605 
Molded on steel back- x8%” and 31,” ' , - Benge 
ing plate equipped + 216”. Park Bldg., Pittsburgh 22, Pa 
with 4 mounting holes. Standard cups in neo- 
Other designs for 6 to ited y gum rubber ’ L 4 
10” diameter avail- sizes 4%” to 5”. ’ \ 


om. 9 z : - isa Annual Conference, Industrial Ac- 
VAs shown in top illustration. AAs shown on Pres-Vac. Write for FREE Catalog! — > cident Prevention Association. Queen 


7 Vora tre OW Vate) mol Abdio), | “ Elizabeth Bldg, Canadian National Ex 


hibition, Toronto, Ont., Canada, April 21] 


Teg? *"”" Ravenswood Avenue, Chicago 13, Illinois <2 Information: R. G. D. Anderson, general 
2571C District Offices: Detroit and Cleveland manager, IAPA, 90 Harbor St., 


Toronto 





1, Ont., Canada. 
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with 
BURGESS-MANNING 
SNUBBERS 


Burgess-Manning Pulsation Snubbers 
4 > ; . ‘a cre products of 20 years of speciali- 
TANK CAR is easily freed of fumes a = on—and oes to your spe- 
for workers’ safety ¥ cific piping pulsation problem. They 

eliminate the cause of your trouble 
4 & ia . A j Q ¥ ot the source with resulting improved 
equipment efficiency, increased pro 


c ia e os a 3 duction, reduced maintenance ond 


elimination of operating hazards 





in confined places 
with COPPUS 


Design ‘é CHEMICAL STILL is here venti- 


A Z I entilator lated while being repaired 
Improve workers’ safety — health—comfort—efficiency. Get 
rid of dangerous gases, fumes, stagnant air. Coppus Design “A” 
Ventilator ventilates tanks, tank cars, drums, vats, underground 
cable manholes, pipe galleries, airplane wing compartments, 
fuselages. For complete information, write Coppus Engineering 
Corporation, 312 Park Ave., Worcester 2, Mass. Sales Offices in 
Thomas’ Register. . 

Other “Blue Ribbon’’ ANOTHER 
Products in Chemical 


Engineering Catalog, C 0 Pp 
Refinery Catalog, Best’s . 
Safety Directory and ’ “BLUE RIBBON” PRODUCT ~_ GESS-MANNI G COMPANY 


Mining Catalogs. 77| East Park Avenue, L bertyville Hl. 


For Stretcher Case — or any case : 
FIRST IN FIRST AID is the a (SA a 


a liquid = 
ee transfer 


bilizes the injured arm, : | for MOQERN /INOUSTRV 


leg, back, neck, ankle, 
or other members of 
the body and assure: ‘ greater safety? Then install Tokheim 
safe removal of the in- $49-5° ' hand pumps—specially adaptable to 
: maintenance and production work. 

> °rso . > - 
jured _ a from the par oe ' They heip prevent spilling, slopping, 
scene of the accident. F.0.8. OMAHA ; , ovenGlian. dsisninn Sees nlant ts 
2 kept cleaner—work is speeded—waste 
Trv a set and see “ A halted—accidents prevented 

: ae Operating on both forward and 
backward strokes, these efhicient pumps 
deliver 20 gallons per 100 strokes. 
Available with hose or spout outlets 
—also other interchangeable accesso- 
ries. No plant should be without a 
battery of Tokheims 
Money back gucrantee. Call your dealer, or Tokheim repre- 
sentative; write today for literature 

. — incl list of liquids. 

Easy to order—Just write to: acluding approved list of liquids 


Ld a 
TieEMEns SPLINT CO. APTI TOKHEIM CORPORATION 


: 1882. Wedech Ave. Fost Wagan %, tnd 

2126 Cuming St. Omaha, Nebr. HIGH-VACUUM Se ae aden Gael =~ Saocie tad 
4 , HAND PUMPS Se Dante Gab Ge tata, Gon, teenie & Oeiinaie 

tn Canada: Totheim-Reeder of Canada, lid. 205 Yonge S:_ Toronto, Ont. 








~ 4 


Want to handle industrial liquids with 


Yet it’s so easy to use. 





enPr 
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CURVED OR STRAIGHT LINE MARKING 


STEEL TYPE 
HOLDER 


MODEL PH-50 


PRESS 
STYLE 


Body and press shank are one 
piece with flanges to hold type 
chase in position. Type chase 
with almost any size or number 
of characters can be removed 
and inserted without operator 
placing hands in press 


SAFETY 


MARKING TOOLS 


1057 CHATEAU STREET, PITTSBURGH 33, PA. 


A PRODUCT OF THE MARKING DEVICE INDUSTRY 








your winter woel= 


Ice-Foe melts ice and snow up to 30 times faster . . . 
leaves no messy rings or residue . . 
priced in sturdy 100-pound drums. At leading sani- 
tary supply distributors, or write Walton-March, 
Dept. OH, 1935 Sheridan Rd., Highland Park, Ill. 


. economically 
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ELIMINATE 
DANGER OF 
FIRE OR EXPLOSION 


Where Volatile Liquids are Stored 


PETROMETER SAFETY 
CLEANOUT VALVE provides a 
safe, convenient means for pumping 
water and sludge from the bottom of 
tanks storing rae solvents and 
other volatile liquids 


PETROMETER VALVE eliminates 
need for open access to tanks 

prevents spillage of liquids and es 
cape of vapors. Easy to install and 
it can be locked to prevent pilferage 


Send today for B etin 4004 


PETROMETER CORPORATION 


43-22 Tenth St. - Long Island City 1, N. Y. 








the 

original 
Double-Action 
Creme-type 
Hand Cleaner 


USE WITH 
OR WITHOUT 
WATER 


In 2 
THE TIME 


cost 
50% 


America’s Largest Manufacturer 
of Creme Type Hand Cleaners 


for information write Dept. O 

GOJER, INC., Box 991, Akron, Ohio 
————————— 

Company ——— 


a ccnicieninitincaiieipaiaaasiatiniaiaas 
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FOR HOT LINES 
IN COLD WEATHER 


* High voltage, one finger mitten 
keeps fingers together for 
warmth. Doesn’t hinder move- 
ment. 


® Extra large first finger permits 
warming wearer’s finger by with- 
drawal into adjacent mitten sec- 
tion. 


®@ Maximum 
weather. 


comtort in cold 


© Warm weather efficiency for 
winter work. 


@ Increased flexibility with one 


finger mitten design and famous 
Curved-Hand shape. 








INSIDE CLOTH LINER AND OUT 
SIDE LEATHER PROTECTOR MIT 
TENS available to fit tt Curved-Hand 


rubber mittens 


YOUR &¢ ESTIONS 


WHITE RUBBER CO. 
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Robin W. Adair, Ine. 
Aluminum Co. of America 
Aluminum Ladder Co. 
American Allsafe Co. 
American Industrial Safety Equipment Co 
American Optical Co. 
Areadia Mfg. Co. 

Atlas Safety Equipment Co, 
Audivox, Ine. 

Bausch & Lomb Optical Co 
Bristol-Myers Co. 

Brulin & Co., Ine 
E. D. Bullard Co. 
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arbisulphoil Co 

arpenter Mfg. Co. 
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hicago Eye Shield Co. 
oppus Engineering Corp. 
orlett-Turner Co. 
M. FE. Cunningham Co. 
Dameron Enterprises, Inc. 
W. C. Dillon Co., Ine. 
Dockson Corp. 
Dow Chemical Co. 
Dow Corning Corp. 
Eagle Mfg. Co. 
Ellwood Safety Appliance Co. 
Exide Industrial Div., Electrie Storage 

Battery Co, 
Federal Sign & Signal Corp 
Fendall Co. 
Finnell System, Ine 
Fostoria Pressed Steel Corp 
Frommelt Industries 
General Bandages, Inc. 
General Textile Mills, Inc. 
Gojer, Ine. 
A. E. Halperin Co., Ine. 
Clifford B. Hannay & Son, 
Haws Drinking Faucet Co 
Hood Rubber Co. 

A. C. Horn Co., Ine. 
Hy-Test Safety Shoes Div 
Industrial Products Co. 
Iron Age Safety Shoes Div. 
Jaxco, Ine. 
Jomac, Ine. 
Walter Kidde & Co., Ine 
Koppers Co., Ine. 
Walter G. Legge Co., Inc 
F. J. Littell Machine Co. 
Magnesium Co. of Americs 
Thom MeAn Safety Shoes 
B. F. MeDonald Co. 
McGill Mfg. Co 
Metal Arts Co., ime 
Miller Equipment Co 
Monsanto Chemical Co 
John B. Moore Corp. 
Occupational Hazards 
Omox, Ine. 
Osborn Mfg. Corp. 
Oxy-Catalyst, Ine 
Petrometer Corp 
Plant Maintenance Show 
H. K. Porter, Ine 
Rochester Safety Equipment Co 
Rose Mfg. Co 
Ruemelin Mfg. Co. 
safety Box Toe Co 
safety First Supply Co. 
Safety Tower Ladder Co. 
Sani-Mist, Ine. 

A. Sehrader’s Son Industrial Div. 
seott Aviation Corp. 
H. H. Seott, Ine. 
Sigma Engineering Co 
Fred Silver & Co. 
Standard Industrial Products Co. 
Standard Safety Equipment Co. 
Stonehouse Signs, Inc. 

Tect, Ine 

Timmins Splint Co. 
Tokheim Corp. 
Union Wire Rope Corp. 
Walton-March Co. 
Washington Products Co 
West Disinfecting Co. 
Wheeler Protective Apparel Co. 
White Rubber Co. 
Willson Products Div., Ray-O0-Vae Co 
Wyandotte Chemicals Co 
Zenith Radio Corp. 





‘prone yore 


McDONALD PRODUCTS 


Salty Designed. : 


| 
| 
- with comfort in _——,-, 


time for "Ws 
M‘Donald 


zero hoods 





we 


ZERO HOOD He WINTER LINING— 

ear st s show! Makes the Tr” hat 
f comfortable in the cold- 
est weather. Fleece- 
lined —easily inter- 
changeable with regu- 
lar headband. 





Write for information and prices 


feom wEAD 
10 #001 


AR 


Ple ase send information and prices on 


ZERO HOODS 


ciry STATE 


Circle No, 48 on reader service card 


DECEMBER 1957 © OCCUPATIONAL HAZARDS 





on las 


rker-acceptance 


with B& 
“Tew look" Safety bias 


This family of B&L “new look” safety eyewear 


Y-60 


} 
all plastic frame 


offers you unique advantages: 


. Increased protection in S-7 lens shape: wider 


field of vision, fuller eye coverage. 


. New economy by virtue of reduced and sim- 
plified inventory: you can interchange tem- 
M-40 : : 
i cea tliat ee ples and side shields to suit workers—and 


eye hazards 


. Gratifying cooperation from workers: they 
like to wear the “new look,” they deserve 


to have its comfort. 


In plano or prescription lenses. For more de- 
tails, phone the B&L supplier in your area, or 
write: Bausch & Lomb Optical Co., 90424 


Smith Street, Rochester 2, New York. 


Titan... 
combination 
metal-plastic 


fram BAUSCH 6 LOMB 


mc UF 
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He runs the only 
distillery in the 


business press 





Occupational Hazards Magazine 


ry) 


Huror 








